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Crystal-free 8-bit USB PIC® microcontrollers 
cut system costs and power consumption 


0.25% clock accuracy enables USB connectivity, eliminating the need for external crystal 


MICROCHiIp 
PIC] 8F97J94 


Microchip’s lowest-cost and smallest-form-factor USB microcontrollers 


(MCUs), feature pin counts of 14 to 100 pins and are the first 8-bit MCUs to GET STARTED IN 

integrate LCD control, battery-backed RTCC, and USB ona single chip. 3 EASY STEPS: 

Microchip's latest USB PIC® MCUs feature internal clock sources with 0.25% clock 1. Choose a peripheral mix and 
accuracy to enable USB connectivity with no external crystal. They are also the first pin count to suit your application 
USB MCUs to combine pin-counts ranging from 14 to 100, with high peripheral 2. Use the free USB stacks and 
integration and up to 128 KB of Flash. The eXtreme Low Power (XLP) technology software drivers for faster design 
ee consumption down to 35 pA/MHz in active mode and 20 nA in 3, Start developing with low-cost 


development kits 
Lowest-cost and smallest-form-factor 


The PIC16F145X MCUs give you USB connectivity and capacitive touch sensing, in 
addition to a wide range of integrated peripherals with footprints down to 4x4 mm. 


High-performance touch-sensing with USB 


With an integrated Charge Time Measurement Unit (CTMU) and 1.8 V to 5 V 
operation, PIC18F2X/4XK50 MCUs are pin-compatible with legacy PIC18 MCUs, 
giving an easy migration to higher-performance. 


USB plus LCD control and a RTCC with Vbat 


The PIC18F97J94 family gives you USB connectivity with LCD control, and a battery- 
backed real-time clock calendar (RTCC), all on a single 8-bit PIC® microcontroller. 


For more information, go to: www.microchip.com/get/eu8bitUSB 


RX MICROCHIP 


Microcontrollers * Digital Signal Controllers * Analog * Memory * Wireless 


‘The Microchip name and logo, MPLAB and PIC are registered trademarks of Microchip Technology Incorporated in the U.S.A, and other countries PICDEMsa trademark of Microchip Technology Incorporated in the USA, and other 
Countries. All other trademarks mentioned herein are the property oftheir respective companies. © 2012, Microchip Technology Incorporated. All Rights Reserved, DS31039A, ME1049Eng09.12 
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Projects and Cireuits 


SOFTSTARTER 

by Nicholas Vinen 

Tame nasty surge currents without affecting appliance performance 
6-DECADE RESISTANCE SUBSTITUTION BOX 

By Jim Rowe 

Select from thousands of different resistor values between 100 and 10MQ 
SEMTEST - PART 3 

by Jim Rowe 

Construction and set-up procedure, plus adding a crowbar safety circuit 


Series and Features 


TECHNO TALK by Mark Nelson 
When electronics go bad 


JUMP START by Mike and Richard Tooley 
Egg Timer 

MAX’S COOL BEANS by Max The Magnificent 
A bright future 


PIC N’ MIX by Mike Hibbett 
Time ticks by 


CIRCUIT SURGERY by lan Bell 
Op amp bandwidth 


INTERFACE by Robert Penfold 
USB supply problems 


NET WORK by Alan Winstanley 
YouView, iPlayer... More Wi-Fi woes 


Regulars and Services 


EDITORIAL 


Powering circuits mechanically 


NEWS - Barry Fox highlights technology's leading edge 
Plus everyday news from the world of electronics 


MICROCHIP READER OFFER 
EPE Exclusive — Win one of two Microchip mTouch AR1000 Development Kits 


SUBSCRIBE TO EPE and save money 

PIC PROJECTS CD-ROM VOLUME 1 

EPE BACK ISSUES Did you miss these? 

PIC PROJECTS CD-ROM VOLUME 2 

READOUT - Matt Pulzer addresses general points arising 
CD-ROMS FOR ELECTRONICS 

A wide range of CD-ROMs for hobbyists, students and engineers 
DIRECT BOOK SERVICE 

A wide range of technical books available by mail order, plus more CD-ROMs 
EPE PCB SERVICE 

PCBs for EPE projects 

ADVERTISERS INDEX 

NEXT MONTH! - Highlights of next month's EPE 
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Our May 2013 issue will be published on 
Thursday 4 April 2013, see page 72 for details. 


Everyday Practical Electronics, April 2013 


Readers’ Services « Editorial and Advertisement Departments 


01 279 cmt a 


QUASAR 


CcTrfronics 


PIC & ATMEL Programmers 


site, 


Programmer Accessories: 
40-pin Wide ZIF socket (ZIF40W) £14.95 
18Vdc Power supply (PSU121) £22.95 
Leads: Parallel (LDC136) £3.95 / Serial 
(LDC441) £3.95 / USB (LDC644) £2.95 


er 
USB/Serial connection. 
Header cable for ICSP. 
Free Windows XP soft- 
ware. See website for PICs 
supported. ZIF Socket and 
USB lead extra. 18Vdc. 

Kit Order Code: 3149EKT - £49.95 

Assembled Order Code: AS3149E - £64.95 

Assembled with ZIF socket Order Code 

AS3149EZIF - £74.95 


USB PIC programmer for a wide 

range of Flash devices—see 

website for details. Free Windows 
Software. ZIF Socket and USB 

lead not included. Powered via 

USB port - no external power 

supply required. 

Assembled with ZIF socket Order Code: 
AS3150ZIF - £64.95 


Uses serial port and any 
standard terminal comms 
program. 4 LED's display 
the status. ZIF sockets not 
included. Supply: 16Vdc. 
Kit Order Code: 3123KT - £28.95 

Assembled Order Code: AS3123 - £39.95, 


Go from complete beginner 

to burning a PIC and writing 

code in no time! Includes 49 

page step-by-step PDF 

Tutorial Manual, Program- 

ming Hardware (with LED 

test section), Win 3.11—XP Programming 
Software (Program, Read, Verify & Erase), 
and 1rewritable PIC16F84A that you can use 
with different code (4 detailed examples pro- 
vided for you to learn from). PC parallel port 
Kit Order Code: 3081KT - £16.95 
Assembled Order Code: AS3081 - £24.95 


ner Board 
Low cost PIC program- 
mer board supporting 

a wide range of Micro- 
chip® PIC™ microcon- 
trollers. Requires PC 


serial port. Windows 
interface supplied 
Kit Order Code: KB076KT - £34.95 


Progré 
The PIC Programmer & 

Experimenter Board with 

test buttons and LED indi- 

cators to carry out educa- 

tional experiments, such as 

the supplied programming examples. In- 
cludes a 16F627 Flash Microcontroller that 
can be reprogrammed up to 1000 times for 
experimenting at will. Software to compile 
and program your source code is included. 
Kit Order Code: K8048KT - £34.95 
Assembled Order Code: VM111 - £44.95 


Controllers & Loggers 


5 digital input chan- 
nels and 8 digital out- 
put channels plus two 
analogue inputs and 
two analogue outputs 
with 8 bit resolution. 
Kit Order Code: K8O55NKT - £29.95 
Assembled Order Code: VM110N - £43.95 


Rollin ode 4-Channel 
State-of-the-Art. High security. 
4 channels. Momentary or 
latching relay output. Range 
up to 40m. Up to 15 Tx’s can 
be leamt by one Rx (kit in- 
cludes one Tx but more avail- 
able separately). 4 indicator LED 's. Rx: PCB 
77x85mm, 12Vdc/6mA (standby). Two & Ten 
Channel versions also available. 

Kit Order Code: 3180KT - £54.95 

Assembled Order Cade: AS3180 - £64.95 


Computer T er 

Serial port 4-channel tem- 

perature logger. °C or °F. 

Continuously logs up to 4 

separate sensors located 
—_ 200m+ from board. Wide 

fange ot tree software applications for stor- 

ing/using data. PCB just 45x45mm. Powered 

by PC. Includes one DS1820 sensor. 

Kit Order Code: 3145KT - £19.95 

Assembled Order Code: AS3145 - £26.95 

Additional D$1820 Sensors - £4.95 each 

Control Via GS Mobile e 

Place next to a mobile phone (not , 5 

included). Allows toggle or auto- 

timer control of 3A mains rated} 

output relay from any location i 

with GSM coverage. 

Kit Order Code: MK160KT - £11.95 


able in kit form (K 


bled and for use (AS 


Call your phone num- 
ber using a DTMF 
phone from anywhere 
in the world and re- 
motely turn on/off any @ 
ofthe 4relaysasdee 

sired. User settable Security Password, Anti- 
Tamper, Rings to Answer, Auto Hang-up and 
Lockout, Includes plastic case. 130 x 110 x 
30mm. Power: 12Vdc. 

Kit Order Code: 3140KT - £79.95 
Assembled Order Code: AS3140 - £94.95 


8-Ch Serial Port 
Computer controlled 8 
channel relay board. 5A 
mains rated relay outputs 
and 4 opto-isolated digital 
inputs (for monitoring 
switch states, etc). Useful 
in a variety of control and 
sensing applications. Programmed via serial 
port (use our new Windows interface, termi- 
nal emulator or batch files). Serial cable can 
be up to 35m long. Includes plastic case 
130x100x30mm. Power: 12Vdc/500mA. 
Kit Order Code: 3108KT - £74.95 
Assembled Order Code: AS3108 - £89.95 
15m+ range. 112 x 122mm 
Supply: 12Vdc/0.5A 


Kit Order Code: 3142KT - £64.95. 
Assembled Order Code: AS3142 - £74.95 


2-Channel Relay Boa 
Control 12 onboard relays with 
included infrared remote con- 


trol unit. Toggle or momentary. 


Detect DTMF tones from 
tape recorders, receivers, 
two-way radios, etc using 
the built-in mic or direct 
from the phone line. Char- 
acters are displayed on a 
16 character display as they are received and 
up to 32 numbers can be displayed by scroll- 
ing the display. All data written to the LCD is 
also sent to a serial output for connection to a 
computer. Supply: 9-12V DC (Order Code 
PSU303). Main PCB: 55x95mm. 
Kit Order Code: 3153KT - £37.95 
Assembled Order Code: AS3153 - £49.95 


3x5Amp Co 

3 independent high power 
channels. Preprogrammed 
or user-editable light se- 
quences. Standalone op- 
tion and 2-wire serial inter- 
face for microcontroller or 
PC communication with simple command set. 
Suitable for common anode RGB LED strips, 
LEDs and incandescent bulbs. 56 x 39 x 
20mm. 12A total max. Supply: 12Vdc. 

Kit Order Code: 8191KT - £29.95 

Assembled Order Code: AS8191 - £39.95 


Hot New Products! 


Here are a few of the most 


cent products 
added to our range. See website or join our 
email Newsletter for all the latest news 


4 channel computer 

serial port temperature 

monitor and relay con- | 
troller with four inputs - 

for Dallas DS18S20 or 

DS18B20 digital ther- 

mometer sensors (£3.95 each). Four 5A 
rated relay channels provide output control 
Relays are independent of sensor channels, 
allowing flexibility to setup the linkage in any 
way you choose. Commands for reading 
temperature and relay control sent via the 
RS232 interface using simple text strings. 
Control using a simple terminal / comms 
program (Windows HyperTerminal) or our 
free Windows application software 

Kit Order Code: 3190KT - £84.95 
Assembled Order Code: AS3190 - £99.95 


Feature packed non-volatile 

40 second multi-message 

sound recorder module us- 

ing a high quality Winbond 

sound recorder IC. Stand- 

alone operation using just six onboard but- 
tons or use onboard SPI interface. Record 
using built-in microphone or external line 
in, 8-24 Vdc operation. Just change one re- 
sistor for different recording duration/sound 
quality. sampling frequency 4-12 kHz 

Kit Order Code; 3188KT - £29.95 
Assembled Order Code: AS3188 - £37.95 
120 second version also available 


Get better performance from 

your stepper motors with this 

dual full bridge motor driver 

based on SGS Thompson 

chips L297 & L298. Motor 

current for each phase set 

using on-board potentiometer. Rated to han- 
dle motor winding currents up to 2 Amps per 
phase. Operates on 9-36Vdc supply voltage 
Provides all basic motor controls including full 
or half stepping of bipolar steppers and direc- 
tion control. Allows multiple driver synchroni- 
sation. Perfect for desktop CNC applications 
Kit Order Code: 3187KT - £39.95 

Assembled Order Code: AS3187 - £49.95 


Digitally cleans the video 
signal and removes un- 
wanted distortion in video 

signal. In addition it stabilises tial! 
picture quality and luminance fluctuations. 
You will also benefit from improved picture 
quality on LCD monitors or projectors. 

Kit Order Code: K8036KT - £29.95 
Assembled Order Code: VM106 - £44.95 


= 


Motor Speed Controllers 


our controller and 
DC, Unipolar/Bipolar 
vo motors. See 


Control the speed of 
almost any common DC 
motor rated up to 
100V/7.5A. Pulse width 
modulation output for 
maximum motor torque 
at all speeds. Supply: 5-15Vdc. Box supplied 
Dimensions (mm): 60Wx100Lx60H. 

kit Order Code: 3067KT - £19.95 
Assembled Order Code: AS3067 - £27.95 


Control the speed of 
most common DC 
motors (rated up to 
32Vdc/10A) in both the 
forward and reverse 
direction. The range of 
control is from fully OFF to fully ON in both 
directions. The direction and speed are con- 
trolled using a single potentiometer. Screw 
terminal block for connections. 

Kit Order Code: 3166v2KT - £23.95 
Assembled Order Code: AS3166v2 - £33.95 


lar St n er 

Drives any 5-35Vdc 5, 6 

or 8-lead unipolar stepper 

motor rated up to 6 Amps. 

Provides speed and direc- . 
tion control. Operates in stand-alone or PC- 
controlled mode for CNC use. Connect up to 
six 3179 driver boards to a single parallel 
port. Board supply: 9Vdc. PCB: 80x50mm. 
Kit Order Code: 3179KT - £17.95 
Assembled Order Code: AS3179 - £24.95 


Drive any 5-50Vde,5 Amp [J 
bi-polar stepper motor using 

externally supplied 5V lev- 

els for STEP and DIREC- 

TION control. Opto-isolated 

inputs make it ideal for CNC applications 
using a PC running suitable software. Board 
supply: 8-30Vdc. PCB: 75x85mm 

kit Order Code: 3158KT - £24.95 
Assembled Order Code: AS3158 - £34.95 


Speed Controller (6 


AC Motor 
Reliable and simple to 

install project that allows 

you to adjust the speed of 

an electric drill or 230V AC 

single phase induction 

motor rated up to 600 

Watts. Simply turn the potentiometer to adjust 
the motors RPM. PCB: 48x65mm. Not suit- 
able for use with brushless AC motors. 

Kit Order Code: 1074KT - £15.95 

Assembled Order Code: AS1074 - £23.95 


See www.quasarelectronics.com for lots 
more DC, AC and Stepper motor drivers 


QUASAR 


Electronic Project Labs 


Great introdu the world of el 
ics. Ideal gift for budding electro 


Top of the range. Com- 
plete self-contained elec- 

tronics course. Takes you 

from beginner to ‘A’ Level 

standard and beyond! 

Contains all the hardware 

and manuals to assemble 

500 projects. You get 3 

comprehensive course 

books (total 368 pages) - Hardware Entry 
Course, Hardware Advanced Course and a 
microprocessor based Software Program- 
ming Course. Each book has individual circuit 
explanations, schematic and connection dia- 
grams. Suitable for age 12+. 

Order Code EPL500 - £179.95 


Features 2 input chan- —_ 
nels - high contrast LCD igi 
with white backlight - full 5 
auto set-up for volt/div 

and time/div - recorder 

roll mode, up to 170h per , LP 
screen - trigger mode: “ 

run - normal - once - roll... - adjustable trig- 
ger level and slope and much more 
Order Code: APS230 - £498-85 £: 


95 


The Personal Scope is not a 
graphical multimeter but a com- 
plete portable oscilloscope at the 
size and the cost of a good mul- 
timeter. Its high sensitivity - down 


to 0.1mV/div - and extended 

scope functions make this unit 

ideal for hobby, service, automo- 

tive and development purposes. Because of 
its exceptional value for money, the Personal 
Scope is welll suited for educational use. 
Order Code: HPS10 - £18885 £ 


See website for more super deals! 


Kit Documentation & S 


Featured Kits in 


Everyday Practical Electronics — April 2013 


\plifier Kil 


High quality amplifier 
boasting 250WRMS output 
into 4 ohms, 150W 
into 8 ohms 
and can be 
bridged with a 
second kit for 
450W into 8 ohms. 
Features include high 
efficiency (90% @ 4 
chm, low distortion and £32.75" 
noise (<0.01%), and 

over-current, over-temperature, under-voltage, 
‘over-voltage and DC offset protection, Kit supplied 
with double sided, soldermasked and screen-printed 
silk-screened PCB with SMD. IC pre-soldered, 
heatsink, and electronic circuit board mounted 
components 

« Power requirements: -87V/0/+57V use KC-5517 

© SIN ratio: 10348, 

* Freq. response: 10Hz - 10kHz, +/-10B 

© PCB: 117 x 167mm 


Cat. KC-551 


Also available: eta 
Stereo Speaker Protector Kit to suit KC-5515 £11. 
+/-57V Power Supply Kit to suit KC-8517 £11.00 


Be —— 
Garbage and Recycling 
Reminder Kit 


Easy to build kit 
that reminds you 
when to put which 
bin out by flashing 
the corresponding 
brightly coloured 
LED. Up to four 
bins can be 
individually set to 
weekly, fortnightly 
or alternate 

week or fortnight cycle. Kit 
supplied with silk-screened PCB, 
black enclosure (83 x 54 x 31mm), 
pre-programmed PIC, battery and 
PCB mount components. 

© PCB: 75x 47mm 


KC-5518 


Measure 


Ultrasonic Water Tank — 


wae a 
Level Indicator Kit eve ce) 
Designed for plastic and concrete RY 


tanks, or steel tanks with 
modification, this water level 
indicator kit uses an ultrasonic 
assembly that mounts inside the s 
tank and a microprocessor controled 
meter to display the water level 

Selectable between 10 LED Bargraph or 19 level 
Dot mode. Easy to calibrate, can be pushbutton or 
permanent display, powered by a QV battery or 
power adaptor (available separately). Kit includes 
PCB, waterproof case and all electronic 
components, Silicon sealant not included. 


* Suits tanks up to 2.4m high 
* PCB: 104 x 78.5mm £27.25* 
Cat. KC-5503 


miniMaximite Controller Kit 
A versatile and intelligent controller to. 
interface with your creations, 
such as home automation. 
Features 20 configurable 
digital/analog I/O ports, 
128K RAM and 256KB flash 
memory to hold your program. 
and data. Design and test in 
MMBasic over a USB link from your PC, then 
disconnect the PC and the programs continue to 
operate. Alternatively, hard wire a PC monitor, 
keyboard, SD card reader and amplified speaker to 


work independent of a PC. 


* Requires 2.3 - 3.6VDC (2 x AA or 
use plugpack MP-3310 £7.00) 

* Kit supplied with PCB, 
pre-programmed and pre-soldered 
micro, and electronic components 

* PCB: 78 x 38mm 


Cat. KC-5505 ss 


Simple 15A Switching Regulator Kit 


Outputs 1.2 to 20V from a 


higher voltage DC supply CG 

at currents up to1.5A. Itis 

small, efficient and with 

many features including 

avery low drop-out 

voltage, little heat v 


generation, electronic shutdown, soft 
start, thermal, overload and short circuit protection, 
Kit supplied with PCB, pre-soldered surface mounted 
components 


£14.50* 


Theremin Synthesiser Kit MkIl 
Create your own eerie science fiction 
sound effects by simply moving 

your hand near the = 
antenna. Easy to set up 
and build. Complete kit 
contains PCB with 
overlay, pre-machined 
case and all specified 
components. 


© PCB: 85 x 145mm 
KC-5475 


PIC Based Water Tank Level 
Meter Hit 


This PIC-based unit uses a pressure sensor to 
monitor water level and will display tank level via 
an RGB LED at the press of a button. The kit can 
be expanded to include and optional wireless 
remote display panel that can monitor up to ten 
separate tanks or you can add a wireless remote 
controlled mains power switch (KC-5462 £36.25 
available separately) to control remote water 
pumps. 


* Kit includes electronic 
components, case, 
screen printed PCB 
and pressure sensor 


x 


High Energy Ignition Kit for Cars 
Use this kit to replace @ failed 
ignition module or to 
upgrade a mechanical 
ignition system when i 
restoring a vehicl 
Use with 
virtually any \ 
ignition system that uses \ 
a single coil with points, 
hall effecy/lumenition, reluctor or optical sensors 
(Crane and Piranha) and ECU. Features include 
adjustable dwell time, output or follow input option, 
tachometer output, adjustable debounce period, dwell 
compensation for battery voltage and 
coil switch-off with no trigger signal. 
© Kit supplied with silk-screened PCB, 
diecast enclosure (111 x 60 x 30mm), 
pre-programmed PIC and PCB mount components 
for four trigger/pickup options 
Cat. KC-5513 


Ey 


Marine growth electronic antifouling systems can 
cost thousands. This project uses the same 
ultrasonic waveforms and virtually identical 
ultrasonic transducers mounted in a sturdy 
polyurethane housings. By building it yourself you 
save a fortune! Standard unit consists of control 
electronic kit and case, ultrasonic transducer 
potting and gluing components and housings. The 
single transducer design of this kit is 

suitable for boats up to 10m (32ft ow include 
boats longer than 
about 14m 

will need two 
transducers and 
drivers. Basically 
all parts supplied 
in the project kit 
including wiring. 
Price includes 
epoxies 


¢12VDC ( 
* Suitable for power 
or sail 
* Could be powered by a solar * 
paneliwind generator £90.50 
© PCB: 104 x 78mm 
Cat. B 


Also Available Pre-built: 
Dual output, suitable for vessels up to 14m (45ft) 
YS-5600 £309,25* 
Quad output, suitable for vessels up to 20m (65ft) 
YS-5602 £412.25" 


atc DMM 


yith 


Backlight 


A handy digital multimeter with 
lots of features at a great price 
Has all the features you would 
expect including holster and 

probes included. See online for 


more info. 
£5.25* 
* 2000 count 


* DC & AC voltage 

* Transistor & Diode test 

*10A DC current 

* Size: 145(L) x 65(W) x 
35(H)mm 


15 


Transistor Tester Hit 
Have you ever unsoldered a 
suspect transistor only to 

find that it checks OK? 
Troubleshooting exercises 

are often hindered by this 

type of false alarm. You can 
avoid these hassles with the 
In-Circuit Transistor, SCR and 
Diode Tester, The kit does 

just that, test drives WITHOUT 
the need to unsolder them from 
the circuit! VERY HANDY! 
Cat. KA-1119 


DC Relay Switch Kit 
An extremely useful and versatile kit that enables 
you to use a tiny trigger current - as low as 400A at 
12V to switch up to 30A at SOVDC. It has 
an isolated input and is suitable for 
a variety of triggering options. Kit 
includes PCB with overlay 

and all electronic 
components with clear 
instructions 


12/24VDC 20 Motor 


mm £6.25* 
Speed Controller Kit 


Control the speed of 12 or 24VDC motors from zero 
to full power, up to 20A. Features optional soft start, 
adjustable pulse frequency to reduce motor noise, 
and low battery protection, The speed is set using 
the onboard trimpot. or by using an extemal 
potentiometer (available separately, use RP-3510) 


* Kit supplied with PCB and all onboard electronic 
components 

* Suitable enclosure 
UBS case, HB-6013 
sold separately 


Cat. KC-5502 


Digital Multimeter Kit 

Learn everything there is to know about component 
recognition and basic electronics with this 
comprehensive kit. From test leads to solder, 
everything you need for the construction of this meter 
is included. 


© Size: 67(W) x 123(H) x 
25(D)mm 


Cat. KG-9250 


USB Power Monitor Kit 

Plug this kit inline with a USB device to display the 
current that is drawn at any given time, Check the total 
power draw from an unpowered hub and its attached 
devices or what impact a USB device has on your 
laptop battery life. Displays current, voltage or power, 
is auto-ranging and will read as low as a few 
microamps and up to over an amp. Kit supplied with 


double sided, s oldermasked and 
£21.75* 


screen-printed =a 
27; 


PCB with SMD 
components 
presoldered, 
LCD screen, 
and components. 


*PCB:65x36mm 9 
Cat. KC-5516 


Jacob's Ladder MK3 

A spectacular rising ladder of bright and 
Noisy sparks for theatre special effects or 
to impress your friends. This improved 
circuit has even more zing and zap than 
it's previous design from April 2007 and 
requires the purchase of @ 12V ignition 
coil (available from auto stores and 

parts recyclers). 


* Kit supplied with silk-screened PCB, 
diecast enclosure (111 x 60 x 30mm), 
pre-programmed PIC, PCB mount 
components and pre-cut wire/ladder. 

© Powered from a 12V 7Ah SLA or 12V 


car battory. 
= | 
d 


Cat. KC-5520 


Vie. 


Low Capacitance Adaptor for 
DMM Kit 


Many modern multimeters come with capacitance fe | 
ranges, but they're no good for very small values. This 

kit isa nifty little adaptor that allows a standard digital 

multimeter to measure very low values of capacitance 

from less than one picofarad to over 10nF. It will allow 

you to measure tiny capacitors or stray capacitances in 

switches, connectors and 
wiring. The kit is 

complete with PCB, 
components and case. @yy 
All you'll need is a. 9V 
battery and just about 

any modern DMM. 


* PCB: 51 x 90mm 


Cat. KC-5493 


Liquid Level Sensor Kit 
When two contacts are shorted by liquid, an LED 

will illuminate. Use in applications such as an 

overflow alarm and rain detector. Connect Relay 

Card (KG-9142 £3.75 available separately) for a 

relay output to operate 

lights, sirens or other 

warning devices. ? = 


* Project requires { 
gvpC 

= PCB size: 28 x 17mm 

* Kit supplied with Kwik 
Kit PCB and all electronic = 
components 


KG-9138 


Arduino Experimenters Kit 
Servo motor, lights, buttons, 
switches, sound, 
sensors, 
breadboard, 
wires and 

more are 
included with 
Eleven Arduino 

compatible board in 
this extensive hobby 
experimenter 

andstarter kit 


~ 5 
am” : 


* Comprehensive instructions included 
* Size: 340(W) x 165(H) x 36(D)mm 


Cat. XC-4262 


Getting Started with 
Arduino Book 2nd tise. 
dition 


Ste 

with 
This book is aimed for the first Arcuting | 
timer and explains what 


Arduino is, how it works, and - 
what you can do with it : 


a. 


© Soft cover, 128 pages. = 


216 x 140mm ~ 
7131 


Suitable for general-purpose audio projects and supports microphone and electric guitar input. 
It uses the AN7511 audio IC to deliver 2W music power into 8 ohms from a 9 to 12V supply. 


tgs aero wo bees led To as od ay eo | £9.75" | 
4 : ™ — Practical Arduino 
Es A much larger and detailed 
: book. It takes you beyond 


Power from 4 - 13.5VDC. See website for specifications 
basics quite quickly and 


* Kit supplied with silk-screened PCB, heatsink £7.25" | 
£7.25* 
shows you how to make up 


and PCB mount components 
a typical application/design. 


Cat. BM 


* PCB: 101x41mm 
Cat. KC-5519 


PHONE: 08000227241" 5 - 10 day working delivery ee ae | 
FAX: +61 26832 3118" M712: 

EMA: techsloreeinvcorcecsh + FAST DELIVERY + TRACK SHIPMENT Cat. BM-7132 

POsT: P.O. Box 107, Rydalmere NSW 2116 Australia 


“Australian Eastern Standard Time (Monday ~ Friday 09.00 to 17.30GMT + 11 hours) 
*UK Greenwich Mean Time (Monday - Friday 23.00 to 07.30) 
“All prices in Pounds Sterling. Prices valid until 31/03/2013 
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it 
Renesas 
Git BS ‘or line in, line out or 


‘speaker ‘Adjustment con- 


trols 
Power: Vdc aA 


MK182Vellemankit £11.43 


3rd Brake Light Flasher Kit 
Works with any, sirend seco or LED 
ar cenire Flashes al 
ios, adjustable re- 


His for Bor TO 
riggering. 
Ser: 18Vde max load 4A 


Power: 


sheets, Software and more. 
www.esr.co.uk 


cebek” 


Wilenrttenpied Mesa 
Digital Record/Play 


Noh volatile fash memory, Single 20 
sec recording via integral mic, 
guiput to BG speaker. 

Power: 5Vde T00mA 


ime 


€-9701Cebek Module £7.89 


Multifunction Up/Down Counter 


lAn up or down counter vie op. bgara 
bution or ext input. Time d 

re. Alarm count output 

Poser: 9-12Vde 150mA 


2 Counter 

Stondord counter 0 o 9 from, 

input pulses or exlemal sgnd 
{OR Baek nye 135mm Deploys, 
Power: 12Vde 90mA. 


ube 


€D-9 Cebek Module £12.99 / 


Red 7 Segmen! display in etracive 
fion, battery back-up, 12 or 24h 
Power: 9Vac or de 


Velleman kit £1 


(Nixie Clock Kit 
Gas filled nixie aeee with their dis- 
finctive orange diss 
ploy, aulomelic power syne 50/60Hz 
Power: 9-12Vac 300mA 


K8099 Vellemankit £64.96 


1.8W Mono Am 
Compact mong 1.8W RMS 40 
power sags, short circuit & re- 
FRE Power. 1avde 130mA 


E-1Cebek Module £5.87 


Proximity Card Rea kit 
Assimple security kit with many appli- 
cations. RFID technology activates a 

relay, either on/off or fed, Supplied 
with 2 cards, can be used with up to 25 
Cards, Power: 9Vac or de 


SN _MK179Vellemankit £14.25 


Mini USB Interface Board 
New from Velleman this litle i 
face module with 15 inpuls/outputs 
ine digital & analogue.in, PWM 
Ouipuls. USB Powered 50mA, Soft- 
wore supplied 


x. VM167 Module £26.80 


20W 2 Channel Amplifier 

terse ale uth 2 chennels Low & 
ph eaery). AO Ru “pa me eo 

Shor ciguit & reverse polanty protection 

Power: 8-1BVde 2) 


E-14Cebek Module £22.11 


Microbug Kit 


Powered by two subminature; mo- 
fors, this robot will run tewards 
light source, Novel shape PCI 
D eyes. 
Bower: 2 x’AAA Batteries 
\MK127 Velleman kit £9.02 


(Thermostat Mini Kit 

General purpese low cos! thermostat 
Kit. +5 to 30°C Eosily modified tem- 
arglure range/min/mox/hysierese 


Power: {2Vde 100mA 


\MK138 Velleman Kit__£4.55 


SW Stereo Amplifier 
Stereo power stage with SW RMS 
40, 30-18kHz, short circuit & re- 
erie polanly protection. 
Power: 6-15Vde 500mA 


\ES-2 Cebek Module £21.54 


200W Power Amplifier 

A high quality audio power om 
200.7 music power @ tf) 3-200krHz 
Available as kit without heatsink 
ergeocle mg 

Ks060. 


( Velleman Function Generator 
PC Based USB controlled function 
acne O.01F io 2Mhz Pre: 
lefined & waveform editor, Software 
upped. See web site for full feature 


ccaina Velleman £118.38 


re 12Vde Powe: 
Single rail re Sern supp 
cortplaie with weraterman, (SEA 
mon, Tow nipple, 12Vde inodea 


FE-103 Cebek Module £13.16 | 


RaoNTee 
(mp3 Pl 


Plays MPD Mes ton an SD cord, 
supports ID3 tag which can be dis- 
played on optional LCD, line & 
readphone oulput, Remote control 
add-on, Power: 12Vde 100m, 


K8095 Velleman kit £: 


(Velleman PC Seo} 

Pe Bosed USB contfolled 2 channel 
60Mhz oscilloscope with specirym 
| analyser & Transient recorder. 
Scope probes & software included. 
See web site for full feature list 


\Pcsu 1000 Velleman £249.00 


(1-180 Second Timer ) 
| Universal timer with relay output 
ime start upon power up or 
bution: LED indication. SA Relay. 
Power: 12Vdc 60mA 


\b1€ehek Module £12.92 


DC to Pulse width Modulator 

A handy kit to accurately cont 

moors ote, Overlord shert Gren 
rotection. Input voltage 2.5-35Vdc, 
jax oulput 6,54. 

Power: 8-35Vde 


K8004 Velleman kit £9.95 


Velleman PC Scope/Generator | 
PC Based USB controlled 2 channel 
oscilloscope AND Function genera- 
for. Software included. See web site 
for full feature lis. 


af 


PCSGU250 Velleman £113.67 / 


if See wy lay ove 
Time sod upon power ‘Uporpy 
‘fonds, LED. \ncliation® 5A Relay 


\ 1-10 Cebek Module £ 


(nudio Analyser Kit 

A’smoll spectrum analyser with LCD. 
Svitable for use on 2,4 or 802 
| jem, 300mW to. T200Wi(20) 26. 
20kHz Panel mounting ick-lit dis- 
play. Power: 12Vdc 73mA 


\ke098 Velleman kit £31.65 


) (ar Remote Control Transmitter 


le channel RF keyfob transmitter 
wh over S128 combioenans Cont 
Hed radio feauescy Sav OMHs 
| Power: 12Vdc'2mA (inc) For use with 
| T1-1/2,3,4 receivers. 


\TL-5 Cobek Module 


bend Detector 
Adustctle ign sensor aperating 
Bgl for remote odjusimen! po 


Powers {2Vde 60mA 


\b4Cebek Module £1 


USB DMX Interface 

512 DMX Channels controlled by PC 
vio USB. Software & case includ 
Avallabie as 0 kit or ready assen: 
bled module 


K8062 Vel 
M116 Me 


ad 


kit £: 


Single channel RF receiver with relay 
oulpul. Auto or manual code setup. 

Momentary output, 3A relay 

Power: 12Vde 60mA For use with TL-5 

or TL-6 transmitters. 


Th-1Cebek Module £28.25 | 


Liquid Level Detector 

Afiquid level operated relay. Re- 
mole sensor operates 'elay when 
inccontacl wift'a liquid. 5A Relay 
Power: 12Vde 60mA 


pen teers Board ; 
eaturing 5 in, 8 digital outputs, 2 in 
7 snalegue oul ais: Supplied! with 

ware. Available as a kit or ready 
assembled module. 


kK Vell. 
Nivio Mod 


(Keypad Access Control 

An tlecirontc lock with up to ten 4 

| dic it sodas. Momentary or fined (le 
| S0ec/65min) output. Relay 5A 
Power: 12Vdle 100mA Keypod includ- 


\DA-03 Cebek Module £54.26 


(Thermostat 

A emerature controlled relay, 
justable between -10.t0 60 

Sor on remote PCB, Connector for 
external adiustment pot. 5A Relay 
Power: 12Vdc 60mA’ 


1-8 Cobek Module 


( 8 channel USB Relay 
Li c Ce frallad. Ted coleys. cy ner: ‘ 

Boia teded evalsbe waka 

or assembled. 


g090 ve 


| 
n kit £39.95 ) 


6 AC Motor Control! 
A 230Vac 375W motor spe 
trol unit giving 33 to Fee oe que" 


ower: 230Vac 


R-8Cobok Module £12.14) 


Start / Stop Relay 

Simple. push button control of a 
relay. Either | or 2 button opera- 
tion SA Relay 

Power: 12Vde 60mA 


Station Road L i) 
Cullercoats 
Tyne & Wear 
NE30 4PQ 


Prices Exclude Vat @20%. 
UK Carriage £2.50 (less than 1k; 
f=] —-} £6.50 greater than Ikg or SE30" 
‘Cheques / Postal orders payable to} 
f yisa “ESR Electronic Components Lid, 
IREASE ADD CARRAGE & VAT TO AL ORDERS 
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Powering circuits mechanically 

I enjoy being an editor. It's a varied job, and since I am self-employed I get 
to work from home, which is a pleasant way to earn one’s keep. However, 
generally speaking, it’s a not the kind of work with a lot of ‘perks’. I don’t 
get bombarded with free oscilloscopes for review, or all-expenses-paid trips 
to Silicon Valley to watch Intel produce their latest microprocessor, 


2013 


That said, I do get to go to various exhibitions around Britain, where I am 
offered all the cheap biros, Post-it note pads or ‘amusingly’ shaped memory 
sticks I can carry. Corporate promotional gifts may be free, but they are 
usually pretty unimaginative. However, the calculator shown below caught 
my eye recently. At first, I thought it was just another basic solar-powered 
freebie — not very interesting. I was about to move on when I saw the rep’ 
demonstrating it to a potential customer. Instead 
of holding it under a convenient spotlight, he 
gave it a little shake and it sprang into life. 
Clever, so I picked one up and once I got it 
home I took the back off and found a simple and 
entirely comprehensible ‘generator’ — see the 
photographs on the right. 


A high-turns solenoid is wrapped around a 

clear plastic tube, in which a cylindrical magnet 
(looks like the high-strength neodymium variety) 
can easily slide. The solenoid is connected to 
four diodes, so presumably a bridge rectifier — 
remember Faraday’s and Lenz's laws? The EMF 
induced by the motion of the magnet will reverse 
as its direction of motion reverses, so we need 

a rectifier to produce a DC voltage. Last, but not 
least, there are two capacitors to smooth the 
output. Strictly speaking you only need one, and 
Tam not sure why two are there unless a split 
rail is required, although why that should be in 
a digital calculator I am not sure. Perhaps the 
caps are just paralleled up to get the maximum 
amount of capacitance that can fit in the case. 


I thought this was a rather elegant and 
pleasingly simple way to avoid batteries and 
solar cells. Perhaps some of our Ingenuity 
Unlimited fans can come up with some novel 
applications or better ways to generate the few 
millijoules needed to briefly run a circuit, If so, 
do let us know! 


\oapbitars! 


A roundup of the latest Everyday 
News from the world of 
electronics 


TV interference risk from 4G masts - by Barry Fox 


anuary saw the UK’s largest ever 

mobile spectrum auction get 
under way, with seven bidders (HKT, 
Everything Everywhere, Hutchison 
3G UK, MLL Telecom, Niche 
Spectrum Ventures/BT, Telefénica 
UK/O2 and Vodafone) competing for 
28 lots of spectrum in two separate 
bands — 800MHz and 2.6GHz. The 
spectrum will be used for new 4G/ 
Long Term Evolution/WiMAX mobile 
broadband services. The total reserve 


price for the spectrum was set at 
£1.36bn, but far higher returns (over 
£3bn) were expected, 


TV interference 

Regardless of who wins, and how 
much they pay the cash-strapped 
UK government, one thing is certain; 
the lower frequency 800MHz band, 
which was freed up when analogue 
terrestrial TV was switched off, will 
ca some (largely unpredictable 


and intermittent) in- 
| terference to existing 
| Freeview TV. The only 
doubt is over how much 
interference will be 
caused, to how many 
people and how suffer- 
ers will be helped. 

The lack of interfer- 
ence from the 4G/LTE 
service offered sin 
August 2012 by 
relevant, because EE is 
reusing existing 2G fre- 
quencies at 1800MHz. 

The 800MHz 4G band 
is very close to the 
700MHz band frequen- 
cies used by Freeview. 
Co-channel interf 
ence is inevitable, espe- 
cially for homes close 
to a 4G base station and 
where aerial amplifiers 
are used. Interference 
may well be variable 
and intermittent, mak- 
ing it even harder to tie 
cause to effect. 


Help schemes 

Communications Min- 
ister Ed Vaizey has 
pledged £180m for a 


4G may be the future for mobile broadband, but for houses located 4G interference help 


next to mobile base stations there may well be TV interference scheme. 
problems (Photo courtesy of www.e-shootershill.co.uk) 


The 4G op- 
erators will pay for 


this and run the scheme through a 
company called Mobile Spectrum 
Ltd or DMSL Mitco. On Ofcom’s 
advice, the government's DCMS 
assures that: ‘the vast majority of 
affected households will simply 
need to fit their TV with a filter that 
will be supplied by the help scheme.’ 

However, this is for just one TV per 
household. Viewers with more than 
one set will have to buy extra filters. 

Mitco will also have to run a pub- 
lic information campaign, maintain 
call centres and ensure that suitable 
filters are available and clearly la- 
belled in retail outlets. 


Alternatives to filters 

The DCMS admits that in some cases 
the interference will be so bad that 
a filter will not fix the problem: ‘A 
number of households may need to 
change platform, which could mean 
shifting from DTT to cable or satel- 
lite viewing, and this will be funded 
by the help scheme.’ 

Mitco will then be required to offer 
a change of platform, from Freeview 
to Freesat for example. In the few 
cases where there is no available al- 
ternative supplier, Mitco is required 
to look for bespoke solutions at a 
cost of up to £10,000 per household. 
They will also have to help older 
and disabled viewers, and supply 
vouchers to ‘help with’ the cost of 
employing an aerial contractor if an 
amplifier is mounted outside, for ex- 
ample on the aerial mast. 

Ofcom assures that ‘DCMS and Of- 
com will be keeping a careful eye on 
how this all works’. DCMS is setting 
up an oversight board. Viewers can 
now only hope the ‘help scheme’ re- 
ally helps, and the cell phone com- 
panies aren’t given room to wriggle 
in the way they have become famous 
for wriggling when dealing with cus- 
tomer service and billing complaints. 
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System boosts precision of GPS in cities by 90% 


Ao that researchers claim 
can improve the precision of 
GPS in cities by up to 90% has been 
described in the journal Sensors 
(December 2012). The technique is 
based on ‘sensorial fusion’, developed 
at Universidad Carlos Ill in Madrid. 

The prototype incorporates a con- 
ventional GPS signal with those of 
other sensors (accelerometers and 
gyroscopes) to reduce the margin of 
error in establishing a location. “We 
have managed to improve the deter- 
mination of a vehicle’s position in 
critical cases by between 50% and 
90%, depending on the degree of the 
signals’ degradation and the length 
of time that it is degraded’, said re- 
searcher David Martin. 

The error of a commercial car GPS 
is about 15m in an open field, where 
the receiver has wide visibility from 
the GPS satellites. However, in an 
urban setting, the determination of a 
vehicle’s position can be off by more 
than 50m, due to the satellite signals 
bouncing off of obstacles like build- 
ings or trees, or ricocheting around 
and along narrow streets. In certain 
cases, such as in tunnels, communi- 
cation is completely lost. 


A combination of sensors 

The basic elements that make up this 
system are a GPS and a low cost ‘in- 
ertial measurement unit’ (IMU). The 
latter device integrates three accel- 
erometers and three gyroscopes to 
measure changes in velocity and ma- 
noeuvres performed by the vehicle. 
Everything is then connected to a 
computer with software that merges 
the data and corrects the errors in the 
geographic coordinates. 

However, this is just the start of of 
how the car calculates its position. 
Optical and infrared cameras and la- 
ser detectors determine if painted road 
lines are crossed, or whether there are 
pedestrians in the vehicle’s path, 

The next step the Madrid research- 
ers intend to take is to analyse the 
possibility of developing a system 
that makes use of the sensors that 
are built into smartphones, many of 
which are equipped with more than 
ten sensors, such as an accelerometer, 
a gyroscope, a magnetometer, GPS 
and cameras, in addition to Wi-Fi, 
Bluetooth or GSM communications. 
Using smartphones will help to drive 
down cost using technology most of 
us carry around every day. 


USB 3.0 PC scopes launched 


Now available, a PC scope with USB 3.0 


ihe first PC oscilloscopes with 
a USB 3.0 interface have been 
released by Pico Technology. 

‘USB 3.0 ports are appearing on 
most new computers and laptops,’ 
explained managing director Alan 
Tong, ‘so buyers of USB oscilloscopes 
will expect to benefit from the higher 
data transfer rate. With the new USB 
3.0 PicoScopes, large data captures 
and streaming of large data sets are 
now much faster.’ 

The PicoScope 32074 is a two-chan- 
nel USB oscilloscope with 250MHz 
bandwidth, 1GS/s sampling _ rate, 
256MS (mega-sample) buffer memory 
and a built-in function generator. Basic 
timebase accuracy is +2ppm. Other fea- 
tures included are: digital triggering for 
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accurate, stable waveform display, 
and  equivalent-time sampling, 
which boosts the effective sam- 
pling rate to 10GS/s for repetitive 
signals. 

The PicoScope 3207B has 512MS 
buffer memory and an additional 
32k-sample arbitrary waveform 
generator, with a 100MS/s update 
rate. As the scope obtains its power 
from the USB port, there is no need 
for an external power adaptor. 

The oscilloscopes are supplied 
with PicoScope software for 
Windows, which turns your com- 
puter into a powerful oscilloscope 
and spectrum analyser. The software 
includes many advanced features, 
such as automatic measurements, se- 
rial decoding of RS-232/UART, SPI, 
PC, CAN, LIN and FlexRay data, and 
mask limit testing, that are only avail- 
able as expensive add-ons for most 
competing scopes. Software updates 
are free of charge. 

A free software development kit 
(SDK) is also available for those who 
wish to write their own data-acqui- 
sition programs. Example code in a 
number of languages is included. 

The PicoScope 3207A and 3207B 
cost £1099 and £1199. For more de- 
tails, visit: www.picotech.com 


SMARTPHONE IN SPACE 


The Nexus-smartphone-based satellite will 
be operated from the Surrey Space Centre's 
ground station at the University of Surrey 


TRaND-1, a UK satellite jointly 

developed by the University of 
Surrey’s Surrey Space Centre (SSC) 
and Surrey Satellite Technology 
Limited (SSTL), is to be the world’s 
first smartphone satellite in orbit. 

The unique satellite, called 
STRaND-1 (the Surrey Training, Re- 
search and Nanosatellite Demonstra- 
tor), is a 4.3kg, 30cm CubeSat, 

It will launch into a 785km sun- 
synchronous orbit on ISRO’s Polar 
Satellite Launch Vehicle (PSLV) from 
Sriharikota, India. 

It was developed by space engineers 
and researchers at Surrey, with the 
majority of the design and develop- 
mental work being carried out in their 
spare time. The build and test phase 
of the project has been completed in 
just three months. 

At the heart of the satellite is a Google 
Nexus One smartphone with an An- 
droid operating system. Smartphones 
contain highly advanced technologies 
and incorporate several key features 
that are integral to a satellite — such as 
cameras, radio links, accelerometers 
and high performance computer pro- 
cessors — almost everything except the 
solar panels and propulsion. 

Dr Chris Bridges, SSC's lead engi- 
neer on the project, commented: ‘A 
smartphone on a satellite like this has 
never been launched before, but our 
tests have been pretty thorough, sub- 
jecting the phone to oven and freezer 
temperatures, to a vacuum and blast- 
ing it with radiation’. 

For more information, visit: www. 
sstl.co.uk/Divisions/Earth-Obser- 
vation-Science/Science-Missions/ 
STRaND-nanosatellite 
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SoytStarter 


By NICHOLAS VINEN 


Are you alarmed by the juicy ‘splat’ from your mains power point when 
you plug in something like a large plasma TV? Do you sometimes burn 
out light and power point switches because of the surge currents at 
switch-on? Or perhaps you occasionally trip circuit breakers because 
of appliance switch-on surge currents. This is a very common problem, 
but there is a simple cure: our SoftStarter. It tames those nasty surge 
currents while having no effect on appliance performance. 


ers experiencing problems with switch-on surge 
currents. 

The first was a school teacher who wanted to switch on 
banks of laptop computers in a language laboratory. Each 
time he attempted to do so, the mains circuit breakers 
tripped out. The breakers did this even though the total 
power drain of the laptops was far less than the breaker’s 
rated current. 

Eventually, he found that the only way to switch on 
without tripping the breakers was to switch on the laptops 
in groups of three or four, 

The second instance was a reader who fitted a large num- 
ber of 10W compact fluorescent lamps to a large chandelier 
— he was trying to toe the government line by not using 
those nasty (but attractive candle style) incandescent lamps. 
He found that each time he switched on the chandelier, it 
tripped the 10A breaker. 

We have a similar problem in our offices with computer 
workstations comprising two monitors and a desktop PC. 
Each combination has around 1.15pF of capacitance at 
the mains plug and can draw well in excess of 100A when 
switched on! 

Worse, one of our staff members measured the input ca- 
pacitance of his current model Panasonic 50-inch plasma 
TV at 1.3pF, between live and neutral (with its mains 


T: PROJECT was triggered by a number of read- 


switch off). Add in the capacitance of a DVD player and 
VCR used to feed the Plasma set and you can start to see 
there is a major problem. 


Switch-mode 

All of the above problems relate to appliances which have 
switch-mode power supplies. In essence, these look and 
behave like a large capacitor being switched across the 
230V AC mains supply. No wonder you get a big ‘splat’ 
from the power switch. 

The essentials of a switch-mode power supply are 
shown in Fig.1. There is typically a 470nF capacitor 
connected directly between the live (L) and neutral (N) 
leads, followed by a bridge rectifier feeding a 470pF 400V 
electrolytic capacitor to develop around 325V before the 
switch-mode circuitry itself. No wonder these circuits 
generate such big surge currents. 

We did a simulation of this circuit to get a handle on how 
big these currents can be. Fig.2 tells the story. Depending 
on the moment of actual switch-on, the peak current can 
easily be more than 200A, and this is backed up by some 
scope measurements which tell the same story. 

Note that some switch-mode power supplies have active 
power factor correction (active PFC) which involves extra 
circuitry. This reduces the in-rush current, but there is still 
an initial surge as the storage capacitor(s) charge. 


Fig.1: the configuration of a typical switch-mode power supply. An X2 capacitor (typically 100nF to 470nF) is connected 
between live (L) and neutral (N) toreduce the amount of switching noise that couples from the switching circuitry back 
into the mains leads. The 230V AC is then rectified and filtered to produce around 325V DC and this is converted to 
lower regulated DC voltages by the switch-mode module, Also shown is typical capacitor bank ESR (equivalent series 
resistance) and the mains source impedance due to cabling, both of which affect the unit’s peak current draw at start-up. 
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will be the most popular 
— in line with a 4-way power- — 
board, which means four di 
devices (computer, monitor, modem 
CFL desk lamp for example) all can 


-mode supplies ‘tamed’, 


While no switch-mode circuitry is involved, a similar 
surge current problem can occur when large transform- 
ers are followed by bridge rectifiers and large capacitors. 

Think about the reader who built a very large power 
amplifier with a 1kVA toroid power transformer. Switch- 
ing it on could also trip a circuit breaker or cause the room 
lights to momentarily flicker. 


SoftStarter solution 

We actually tried several different approaches before com- 
ing up with the SoftStarter. Perhaps the simplest and most 
obvious approach is just to wire a high current NTC (nega- 
tive temperature coefficient) thermistor in series with the 
230V AC mains supply, eg, inside a power board. 

These devices initially have a fairly high resistance, 
which drops quickly as they heat up. The high initial re- 
sistance limits the in-rush current, and aftera short period, 
this drops enough to allow normal current to flow into the 
load after the initial surge. 


Suitchmode Supply Power-on Simulation (Raounce * 0.50. Ruoxo = 10002) 


Mains Current 


‘Mains Current (Amps) logarithmic 


8 20 28 20 
Time (miliseconds) 
Fig.2: SPICE simulation of Fig.1. Mains source impedances are 
setto0.5Q and the load resistance is 100@. In-rush current peaks 
at over 200A, limited by the mains source impedance, bridge 
rectifier impedance and capacitor bank ESR. The capacitorbank 
charges almost completely in the first half-cycle. The high current 
distorts the mains waveform both during the initial in-rush and 
at the voltage peaks, where some ‘flat-topping’ is visible. 
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WARNING! 


This SoftStart circuit is powered directly from the 230V 
AC mains and operates at lethal voltages. 


and do 
Not operate the circuit outside its plastic case or without the 
lid screwed onto the case. 


The problem is that they run really hot — up to 228°C 
or higher. This is unavoidable, since they rely on the 
heat to lower their resistance and allow enough cur- 
rent to flow. 

Plainly, they run too hot to be installed inside a plastic 
power board; they would melt the plastic. Apart from that, 
it’s a waste of power. Depending on the load current, dis- 
sipation could be in excess of 5W. 


‘Switchmode Supply Power-on Simulation (Recuace = 0:50 Rioap = 1008) with 100 NTC 


H=-#===="Mains At Sockot 
Capacitor Bank —— 


Potential (Volts) 


‘Mains Current (Amps) -logarthmic 


26 2» 


Time (mitiseconds) 
Fig.3: SPICE simulation with the same circuit as shown in 
Fig.1, but with a 10Q 15A NTC thermistor connected in series 
between the mains socket and suppression capacitor/bridge 
rectifier. The capacitor bank charges more slowly, over several 
cycles and peak current is reduced to around 30A (close to 
our measurements). Note how the bridge conducts for a longer 
period, even after the capacitor bank has charged. 
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SoftStarter. NTC thermistor TH1 limits in-rush 
horted out by relay RLY1 for minimal heat generation and power loss. NPN tran 


current and after about two seconds, 
tors Q1 and Q2 drive the relay coil 


and their switch-on is delayed by the 47pF capacitor. The +24V rail is derived from the mains using an X2 series capacitor, 


bridge rectifier and Zener diode. 


Our solution is simple — we use a relay to short out the 
thermistor after a few seconds. The voltage drop across the 
relay is very low and so ther rtually no power loss apart 
from that required to keep the relay energised. In the case 
of our SoftStarter, this is less than half a watt. 

The proof that it works is in Fig.6. This shows the same 
computer set-up as in Fig.5 being switched on with the 
SoftStarter connected in series. The surge current is now 
limited to around 25A. 

Note that the current waveform is much smoother and 
lacks the big initial spike. Note also that the power supply 
capacitors charge over many more mains cycles than they 
would without the SoftStarter connected. 


1): 103.64 


D Source I = Mane oa Thresholds | 


urrent for a computer workstation over the first few 
es after power is applied. The initial draw of 103.6 
is due to the initial charging of the capacitor banks in switch- 
mode supplies. The second half-cycle peak is much lower. 
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A number of scope screen grabs in this article reinforce 
the story: without the SoftStarter you get big in-rush cur- 
rents and splats from the power switch. Those splats, by 
the way, are not just annoying: each one is responsible 
for just a little more of the switch contacts melting and 
wearing away. However, with the SoftStarter, everything 
is sweetn nd light and there is no drama at switch-on. 


Two versions 

The SoftStarter can be built in two different wa F 
its PCB can be housed inside a UE box in-line with 
a standard power board, extension lead or equipment 
mains lead, It also fits into a standard electrical junction 


Agilent Technologies 


Maxil | 25.38, <T 1418 Freq) 1 
D Source Select Messure Gar Mees [Threats 
ieee Freq Freq 


Fig.6: the same ae as Fig.5, “but is the SOnStater 
in use. Maximum current draw is much lower at 25.3A for 
the first half-cycle and 14.1A for the second. The capaci 

banks charge more gradually, over five full mains cycles or 
so (100ms). 
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Constructional Project 


Here are the two versions of the SoftStarter — on the left, the PCB is attached to the base of a standard elec! 


‘al junction box. 


his version has the 20A relay, but again, it could be the 10A relay. On the right is the same board (with 10A relay) placed 


inside a standard UB3-si: 


e ple 


box so that it can be permanently wired into, say, a light- 
cuit. It can handle loads of up to 10A or 2300W. 


Refer now to the 


omplete circuit diagram, shown in 
Incoming mains power is wired to the LIVE IN and 
TRAL terminals, while the load is connected to the 
LIVE OUT and NEUTRAL terminals. 

NTC thermistor TH1 is permanently cc connec ted between 
the incoming live line and the load. 10015 
thermistor, with a nominal r 
to 0.048Q at 228°C, which is its sustained body operating 
temperature with a load current of 15A. That is its rated map 
mum steady-state current, and it takes around four minutes 


I 


g.4. 


Maxi 25.04, Mini): “14.6 Free(2): 60.0Hz 
3 Coupli Tmnped ‘BW Limit Vernier invert Probe 
i? [ithe 1M Ohm I i | n Ls § 


tic box, as shown in the photo at the start of this article. 


In our application, this will never happen as it’s 
shorted out after about two seconds by the contacts of 
relay RLY1. 

NTC thermistors have a few advantages over power 
resistors in this role. First, they are rated to handle the 
very high (~250W) initial dissipation. Second, their 
natural drop in resistance as they heat up provides a 
gradual increase in current. Finally, they are much more 
compact than a typical power resistor of equivalent 
current rating. 

There are no timer ICs or oscillators in this circuit. In- 
stead, the relay time delay of two second 
the low-pass filter formed by the 1MQ re 
capacitor, in combination with the base-emitter voltages 
of NPN transistors Q1 and Q2. 


Max(l 15.24 


eegen Tver L Pre 
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Vernier 


Fig.7: current flow for a 300VA toroidal transformer charging 
a large capacitor bank through a bridge rectifier, at switch-on. 
Peak current draw is 24A on the first cycle and 14A on the 
second, It could be much higher with a larger transformer. 
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.8: the toroidal transformer-based power supply, this time 
with the SoftStarter connected up. The inrush is much lower 
with a peak of 14A on the firs 
Current is drawn over a larger portion of the mains cycle. 


Constructional Project 


LIVE OUT 


LIVEIN 


Fig.9: the component overlay for the SoftStarter with a 
straight-on shot ofthe PCB at right for comparison. Take care 
with the mains wiring and NEVER operate the SoftStarter 
with the lid off the case — it bites! 


At switch-on, the 220F capacitor is initially charged to 
24V and the 47))F capacitor starts out discharged. After a 
couple of seconds, when the charge across the 47F capacitor 
reaches about 1.5V, the Darlington formed by NPN transis- 
tors Q1 and Q2 turns on and energises the relay. Its contacts 
short out the NTC thermistor, applying the full 230V AC to 
whatever load is being switched on. 

After that, the full load current passes through the relay 
until such time as incoming mains power is switched off. 
After a second or so, the 220F capacitor discharges and 
the relay switches off. Diode D5 protects Q1 and Q2 from 
the resulting inductive voltage spike. 

After switch-off, the 47)1F capacitor discharges via its par- 
allel 10MQ resistor (also via Q1's base-emitter junction and 
the 1MQ resistor). After about 30 seconds it’s sufficiently 
discharged for the unit to be switched back on again with 
close to the normal two-second delay. 

If it's switched back on earlier, the delay will be shorter, 
but should still be sufficient. 


Power supply 

The 24V rail is derived from the 230V AC mains using a 
capacitor/Zener regulated supply. Diodes D1 to D4 form 
a bridge rectifier feeding the 220pF filter capacitor and 
24V Zener diode ZD1, which limits the voltage across this 
capacitor to around 24V. 

If we simply connected the full 230V AC mains to the in- 
put of the rectifier, it and the Zener diode would burn out in 
spectacular fashion due to the virtually unlimited current flow, 

This is similar to the problem we are trying to avoid with 
the SoftStarter! We need to limit this current to a safe level. 

The obvious way to do this is to use a resistor, but then 
that resistor would have about 200V across it and its dis- 
sipation would be high, making the circuit very inefficient. 
So, instead of using resistance, we use the reactance of a 
capacitor to limit the current. We simply choose one with 
an impedance of around 20kQ at 50Hz. 
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The formula for capacitor reactance is given by: 


Z 
QxfO 


So, for a 150nF capacitor at 50Hz we get 21.2kQ. This gives 
a much higher efficiency; over 50%. 

This process is illustrated in Fig.10, the output of a SPICE 
simulation of the power supply circuit (using a 220nF 
capacitor, but the principle is the same). 

The dashed green trace shows the voltage across the X2 
capacitor and the difference between it and the mains volt- 
age waveform (red trace) is the voltage across the rectifier, 
which is limited to around +25V due to the Zener diode. 

The dashed mauve trace shows the current flowing 
through this X2 capacitor, while the dotted blue trace shows 
the product of this current with the mains voltage, ie, the 
instantaneous power. 

This power figure is positive when the current and volt- 
age are in phase, and this represents power drawn from the 
mains, while when it is negative, the current and voltage 
are out of phase and it represents current flowing back 
into mains. 
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1 PCB, code 895, available from the EPE PCB 
Service, size 58mm x 76mm 

1 6-position, 4-way PCB-mount terminal barrier 
(CON1) 

2 M83 x 15mm machine screws with flat washers, 
star washers and nuts 


1 Ametherm SL32 10015 NTC thermistor 
(Element14 1653459) 
110A coil SPDT relay, 24V DC 
(Altronics S4162A or equivalent) or 
1 20A SPOT relay, 24V DC coil 
(Futurlec JQX-105F-24 or equivalent) 
1 UB3-size plastic box or mains junction box 
Semiconductors 
2 BC547 100mA NPN transistors (Q1, Q2) 
1 24V 1W Zener diode (ZD1) 
5 1N4004 1A diodes (D1 to D5) 


Capacitors 

1 220uF 35V/SOV radial electrolytic 

1 47yF 16V radial electrolytic 

1 150nF X2* (for 10A relay) or 

1 330nF X2* (for 20A relay) 

(* X2 capacitors will have their value printed on them) 


Resistors (0.25W, 5%) 
110MQ1W (code: brown black blue gold) 
210MQ (code: brown black blue gold) 
11MQ (code: brown black green gold) 
1470Q1W (code: yellow violet brown gold) 


Additional parts for UB3-size box version 

2 cord-grip grommets to suit 7.4-8.2mm cable 

1 short length 2.5mm diameter heatshrink tubing 
1 power board 

1 small cable tie 


Additional parts for junction box version 
4 No.4 x 9mm self-tapping screws 


As you can see, power tends to be drawn from the mains 
when the X2 capacitor is charging, ie, when the voltage 
across it is increasing in absolute terms. It is returned to 
the mains when this capacitor is discharging. There is also 
the additional current flow which is that consumed by 
the circuit being driven, which is on top of the capacitor 
charge/discharge currents. 

The actual power consumed is the difference between 
that flowing into and out of the circuit. As you can see from 
the figure, the area under the curve representing the power 
drawn from mains is slightly larger than that returned, and 
the simulation gives the difference, in this case, a 421mW. 
This is the real power drawn by the circuit. 

The apparent power is calculated by multiplying the 
RMS current by the RMS voltage (ie, 230V). The RMS cur- 
rent is 15.6mA; therefore, the apparent power is 3.59VA. 
This gives a power factor of 0.421 / 3.59 = 0.12. This may 
seem low, but given how little actual power the circuit 
draws, it isn’t a problem. 

If we re-run the calculations using a 150nF capacitor, we 
get areal power of 210mW, an RMS current of 10.7mA, an 
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A straight-on pic of the alternative mounting, the 
mains junction box. This is actually on the baseplate; 
the box fits over the top when the baseplate is 
mounted (eg, to a joist). 


apparent power of 2.46W and a power factor of 0.085. This 
agrees almost exactly with our measurements. 

The 10M® resistor has negligible effect on the operation of 
the circuit and simply serves to discharge the X2 capacitor 
once the unit is unplugged (so you won't get a shock if you 
open up the box). The 4702 resistor limits the in-rush current 
when the X2 capacitor is initially charged to a maximum of 
0.5A. Both of these resistors are 1W types, since these are 
generally rated for use with mains voltages. 

Animportant aspect to note is that while 24V Zener diode 
ZD1 limits the voltage across the filter capacitor (220pF) to 
24V initially, once the relay is actually energised, the voltage 
will drop to around 15V to 16V and ZD1 no longer conducts. 

The reason for this is that the voltage divider formed by 
the reactance of the X2 capacitor, the 470Q series resistor 
and the relay coil resistance (around 1600Q) limits the 
filter capacitor voltage to around 15.8V. This is enough to 
keep the relay reliably energised, but reduces the power 
consumption of the circuit. 


Relay and X2 capacitors 
One of two specified relays can be used: one is rated to 
switch 10A, the other is physically larger and is rated at 
20A (7200VA). 

We have specified a 150nF X2 capacitor for use with the 
10A-rated relay and a 330nF X2 capacitor for the 20A-rated 
relay because its coil resistance is lower, at 660. 


Construction 


The SoftStarter is built on a 58mm x 76mm PCB, coded 
895. It is double-sided with plated through-holes, so the 
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Why is the 50Hz AC 
distorted? 


veryone knows that the 50Hz AC mains waveform 
E: a sinewave, right? 

Well, in theory it is a sinewave; but in practice 
itis distorted because the peaks have been clipped off. 
For years now, our scope screen grabs have shown this, 
but we have not dwelled on the reasons why. 

Recently though, we have had emails from readers 
who have sent photos of their scope screens showing 
the classic flat-topping of the mains waveform. And 
they want to know why this is happening. 

You can blame this gross distortion of the mains 
waveform on two factors: gas discharge lighting and 
switch-mode power supplies. 

Gas discharge lighting refers to all lighting systems 
which use an electric current through a gas to generate 
light. It applies to all high and low-pressure sodium 
lamps, mercury vapour lamps and fluorescent lights. 

In each of these cases, the gas discharge draws cur- 
rent from the AC mains supply only when the actual 
voltage across the lamp exceeds about 100V. So the 
current is only drawn from the peaks of the waveform 
and this inevitably loads down or clips off the peaks. 

In recent years, the situation has become much worse 
for the electricity generators and distributors, with 
the widespread use of switch-mode power supplies 
in virtually all electronic appliances. 

It more or less started with the advent of PCs and their 
adoption of the more efficient switch-mode rather than 
conventional mains transformer-driven power supplies, 
which are much heavier, bulkier and more expensive. 

Switch-mode power supplies were naturally also 
used in laptop supplies, then TV sets, DVD players 
and so on. Now they are used in virtually all electronic 
equipment with the sole exception of high performance 
audio amplifiers. 

Naturally, all those large power-hungry Plasma TVs 
(albeit these days not quite so power-hungry) and 
large-screen LCD TV sets use switch-mode supplies. 

The reason why switch-mode power supplies are 
such a problem is that they all essentially consist of 
a bridge rectifier and a big capacitor, followed by the 
switch-mode circuitry itself. It is the bridge rectifier 
and big capacitor which is the problem because cur- 
rent only flows into the capacitor at the peaks of the 
50Hz mains sinewave. 

All of the power drawn by the appliance is drawn 
from the mains during the peaks of the waveform — not 
at the other times (unless they are fitted with active 
power factor correction and relatively few are). 

Have a look at the simulation of Fig.2 on the second 
page of the SoftStarter article. This set of curves depicts 
what happens: large pulse currents, which coincide 
with the peaks of the mains waveform. 

The simulation is for a 100 load which will draw 
anominal 529W from 230V AC mains. But the current 
drawn from the mains is not a nice sinusoidal 2.3A, 
but a pulse waveform with peaks of about 15A! 


mains waveform 


No wonder the peaks of the waveform are being clipped 
off so severely. 

‘To make the problem even worse, large appliances such 
as washing machines and inverter-driven air-conditioners 
also have large capacitor-input power supplies, ie, the 
same as the front-end of switch-mode power supplies. 

It’s not just domestic power loads which are causing 
the mains distortion. It is just as bad in industry, which 
is a big user of gas discharge lighting. 

Consider those large AC drives used in industry, which 
consist of three-phase induction motors with variable- 
frequency, variable-voltage drives (think of them as big 
inverters). Also widespread in industry are single-phase 
and three-phase inverter-driven welders, Yep, they all 
use large capacitor-input power supplies. 

And remember those high-performance audio ampli- 
fiers which don’t have switch-mode power supplies? 
They still use a capacitor-input power supply following 
the large and heavy mains transformer — so they are just 
as bad as switch-mode power supplies in drawing large 
peak currents from the peaks of the mains waveform. 

Finally, let us not forget compact fluorescent lamps 
(CFLs). Every one of those has a switch-mode power 
supply to drive the fluorescent tube. 

Also, 12V halogen down-lights are another offender; 
these days they are driven by so-called ‘electronic’ trans- 
formers, which — you guessed it — are another form of 
switch-mode power supply. 

And, of course, there are the even tinier switch-mode 
plugpacks we use to charge our mobile phones, iPods, 
iPads and MP3 players. 

What a nightmare! — in comparison with all of these, 
the much-maligned incandescent lamp is a relatively 
benign resistive load! 


Distortion analysis 

‘To demonstrate the degree of the problem, havea look at the 
scope screen grab above right. This shows a typical 50Hz 
mains waveform (green trace) as measured in our offices. 

Not only can you see the characteristic flat-topping, 
but also the slopes of the sinewave show some ripples, 
a further artefact of the nasty loads imposed by all gas 
discharge lights and capacitor-input power supplies. 

Just to make it more interesting, we decided to do 
an FFT analysis of the distorted waveform. This shows 
harmonics of the 50Hz waveform out to the 19th, ie, to 
950Hz. These are depicted as the purple spikes. The FFT 
(Fast Fourier Transform — essentially a frequency spec- 
trum) shows that the harmonics are predominantly odd, 
eg, 3rd, 5th, 7th, 9th, 11th and so on, corresponding to 
150Hz, 250Hz, 350Hz, 450Hz, 550Hz... 

We also calculated harmonic distortion of the waveform 
based on the FFT and the result was 2%. If that was an 
audio amplifier, we would reject it. Unfortunately, the 
electricity distributors and consumers cannot. 

As an aside, notice that the on-screen measurements 
show that the mains waveform has an RMS value of 
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Project 


By LEO SIMPSON 


2 Agilent Technologies 


PPL) 698V 


This screen grab shows the typical flat-topping of the 50Hz 
ACmains waveform (green trace) caused by the peak currents 
drawn by gas discharge lighting and switch-mode power 
supplies. The purple spikes show the relative amplitudes of 
the 50Hz fundamental and the odd harmonics up to 550Hz. In 
fact, the harmonics are significant up toat least the 19th, 950Hz. 


237.2V and a peak-to-peak value of 694V (or 347V 
peak). 

If that flat-topping was not present and the mains 
waveform was a pure sinewave, the peak-to-peak 
value would only be 670.8V (335V peak). So in effect, 
the electricity generators are having to deliver a larger 
peak-to-peak waveform in order that the customer gets 
an RMS voltage within the normal range. 

And if that flat-topping, with its higher peak power 
on the waveform crests did not occur, the power losses 
in the entire electricity grid would be less, by at least 
a few percent. 

Think about that next time you switch on any piece 
of electronic equipment or flick a switch to lighta room 
with fluorescents, CFL or otherwise. 

We should conclude with a note about ‘dirty power’. 
This is a buzz word used by purveyors of power factor 
correction doodads which supposedly ‘clean up’ the 
mains waveform. They don’t work. 


Reproduced by arrangement 
with SILICON CHIP 

‘ine 2013. 

wwwsiliconchip.com.au 


Just one of the so-called 
‘power saver’ boxes we’ve 
looked at over the years. 
They are supposed to 
work by cleaning up your 
‘dirty’ power waveform. 
Only one minor problem 
with these devices: they 
don’t work! 
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Capacitor/Zener Mains Power Supply (SPICE Simulation) 
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Fig.10: SPICE simulation output showing how the X2 
capacitor/Zener power supply works. The X2 capacitor 
charges and discharges with each mains half-cycle, dropping 
the 325V DC peak voltage from mains to 24V. The extra 
energy from the higher voltage is stored in the capacitor and 
returned to the grid later in the half-cycle. 


top layer can carry some of the load current. This board 
is available from the EPE PCB Service. 

Start board assembly by fitting the three smaller resis- 
tors. Use a DMM (digital multimeter) to check their values. 
Follow with the five standard diodes and the Zener diode, 
oriented as shown on the overlay diagram (Fig.9). All 
diodes have their cathode stripes facing either the right 
side or bottom of the PCB. You can then fit the two 1W 
resistors, again use a DMM to check their values. 

Crank the leads of the two BC547 transistors to suit the 
PCB mounting holes, using small pliers, then solder them 
in place. Follow with the small and then larger electrolytic 
capacitors. In both cases, the longer positive lead goes in 
towards the right side of the board. 

The X2 capacitor and relay go in next. Use 150nF for 
the 10A relay or a 330nF for the 20A relay. You may need 
to turn up your soldering iron temperature to solder the 
relay becai onnects to a large copper area. Then fit the 
thermistor, making sure it is pushed down as far as it will 
go before soldering its leads. It will also need a hot iron. 

Attach the terminal barrier using two M3 x 15mm ma- 
chine screws. Place flat washers under the heads and star 
washers between the nuts and PCB, then tighten them 
down. Check the terminal barrier is parallel to the edge 
of the PCB and then solder its pins again with a hot iron. 


Housing 
As already noted, the SoftStarter PCB can be installed in 
either a UB3-size box (in-line with a standard four-way 
230V AC power board or extension cord) or in a standard 
junction box, ifthe device is to be permanently wired into a 
circuit. We will deal with installation in the plastic box first. 
Originally, we designed the PCB to snap into the 
moulded side rails of the UB3 box, but the thermistor is 
quite tall and interfered with the lid, so we have made the 
final board narrower and it simply sits in the bottom of 
the case. It can be glued in place after it has been wired up 
and tested, so it can't move and put stress on the wiring. 
Start by drilling a hole, centred in each end of the 
box, 4mm to 5mm at first, then enlarge them to 14mm 
using a tapered reamer or stepped drill bit. It's better 
to make the holes slightly too small and enlarge them 
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Fig.11: here’s how to wire the SoftStarter inside the UB3-size plastic box. We placed it in line with a standard four-way 
powerboard - they're the cheapest way to get a mains plug, cord and (four) sockets. 


later if necessary, since if they are too big, the cord-grip 
grommets will be loose and you will have to get a new 
box and start again. 

The holes can then be elongated with a file in one di- 
rection, making a 14mm x 15.9mm opening (flat sides, 
rounded ends), to prevent the grommets from rotating. 

Now cut the power board cord. We cut ours about 
23cm from the power board so that the SoftStarter 
unit sits close to the board. Strip 75mm of the outer 
insulation, then expose 7mm of copper from the live, 
neutral and earth wires. At the other (plug) end, strip 
130mm of the outer insulation, then the inner wires 
the same as before. 

Place one of the cables inside a cord-grip grommet, 
with the narrower part towards the exposed wires and a 
small amount of the outer insulation protruding beyond 
the grommet. If you're lucky enough to have a grommet 
insertion tool you can use that, but otherwise, squeeze it 
together hard with a large pair of pliers and then push 
it into one of the holes in the box. This requires quite 
a bit of brute force and co-ordination, but if you do it 
right, the grommet will go in and it won’t be possible 
to pull it out. 

If it won't fit, enlarge the hole very slightly and try 
again. Give the cords a firm tug to check they are an- 
chored properly - you must not be able to pull them out 
or move them. 

Now twist the exposed strands of the live and neutral 
wires and screw them into the appropriate locations on 
the terminal barrier. Refer to the wiring diagram of Fig.11. 
The two neutral wires go into the location marked ‘N’ and 
should be twisted together. 

The live wire from the power board goes to the terminal at 
the opposite end (‘LIVE OUT”) while the live wire from the 
plug goes next to that (‘LIVE IN’). Twist the two earth wires 
together tightly and attach them to the terminal marked E. 
In each case, ensure that the screw is done up tightly and 
that there are no exposed or stray copper strands. 
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You can then place cable ties to hold the live and earth 
wiring in place (see photo). Secure the PCB into the bot- 
tom of the box using hot melt glue or silicone sealant and 
fit the lid. 


Junction box 

We also designed the board to fit in a junction box. The 
PCB's four mounting holes should line up with those in 
the base of the junction box, and the rounded corners leave 
enough room to access the other mounting holes, so you 
can screw it to a ceiling joist or whatever. 

The 230V AC mains wires can enter the box lid from 
the side, using one or two of the knock-out sections. Note 
that if it is to be installed in permanent wiring, the task 
should be done by a professional electrician or suitably 
qualified person. 


Check the wiring 

Going back to the version in a UB3 box, before powering 
up, it’s a good idea to do some basic tests. Measure the 
resistance between the incoming and outgoing live wires 
— it should be close to 10, which is the cold resistance 
of the NTC thermistor. If it is much lower than this, you 
may have a short circuit somewhere. 

Also check the resistance between each live line and 
the neutral line. The reading should be around 15MQ. 
Again, if it is low, check carefully for shorts. 

Finally, check for continuity (ie, OQ) between the earths 
of the in-going and out-going power cord. Then apply 
power (it isn’t necessary to attach a load), After about 
two seconds you should hear the click as the relay turns 
on. Remove power and the relay will click again within 
a second or so, as it releases. 

Assuming all is well, repeat the test with a load and 
this should confirm that it is working properly. For 
best results, once you have switched off power to the 
SoftStarter, wait at least 30 seconds before turning it 
back on. EPE 
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p mTouch AR1000 Development Kit. The kit provides everything designers need to get started 

288 using AR1000 resistive controllers and includes the AR1000 development board, a 7-inch four- 
wire resistive touch screen, a PICkit Serial Analyzer and all necessary interface cables. It also comes 
with a CD containing technical documentation and all necessary software. The CD also includes an 
easy-to-use AR1000 configuration utility, which has a graphical user interface (GUI) that enables de- 
signers to test all user-configurable options with the AR1000 controllers. 


fm VERYDAY PRACTICAL ELECTRONICS is offering its readers the chance to win a Microchip 


Popular due to its low cost, acceptance of finger, glove or stylus-pen inputs, and overall ease of 
manufacturing and integration, resistive touch-sensing technology is suitable for applications such 
as mobile phones, industrial automation, retail point-of-sale, gaming/entertainment, and automobile 
navigation systems. 


The AR1000 controllers provide universal 4-, 5- and 8-wire support, as well as support for SPI, ’C and 
UART communication interfaces, and are available in 20-pin QFN, SOIC and SSOP packages. 


HOW TO ENTER 
For your chance to win one of the mTouch AR1000 Development Kits from Microchip, please visit: 
www.microchip-comps.com/epe-AR1000, and enter your details in the online entry form. 


TE 


CLOSING DA’ 
The closing date for this offer is 30 April 2013 


epee 
resierianra Valine tty is. 


© «100KC 


RESISTANCE DECADE 


By JIM ROWE 


12838 


He Agilent 


1S OLED Multimeter 


One of the most common tasks when trying out a new circuit is fine- 
tuning the resistance values. This task is made a lot faster, easier 
and more precise by this 6-Decade Resistance Substitution Box. It’s 
easy to build and gives you the ability to select from thousands of 
different resistor values between 10Q and 10MQ, just by twiddling 
the switches. When you have found the optimum, just read off the 


value on the switches. 


ES, we know about those lit- 
istor substitution wheel’ 
s you can pick up for 
around £15. Generally, they offer 
a selection of 36 different resistor 
values, covering a very wide range, 
usually between 5Q and 1MQ. They’te 
OK, but you will usually find that 
the value you need is not present in 
that limited range of only 36 values. 

Then you dive into your resistor stock 
and hope that you can find a value that 
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will work. We've all been there and 
know how frustrating it is to find that 
.aw is applicable —there are 
none left in the drawer concerned. In 
any case, you tend to end up with a mot- 
ley collection of resistors on the bench, 
all of which have to be put back in their 
afterwards. That’s so boring. 

or substitution wheels have 
drawback, which is that their 
internal resistors are usually only 5% 
tolerance. So, even if one of the 36 


nominal values turns out to be suitable 
for the circuit you’re working on, you 
still need to check the actual value 
with your DMM before making your 
final selection of the value to be used. 


Resistance box 

So what we really need is more like 
an old-fashioned ‘decade 
box’, with a much larger selection 
of close-tolerance resistance values. 
But those old decade boxes were 
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big, clunky and expensive. Even the 
latest models are quite expensive. 
OK, so why not build your own? We 
have produced a compact 6-Decade 
Resistance Substitution Box using 
readily available rotary switches and 
1% metal-film resistors, all mounted 
on a PCB (printed circuit board) to 
make assembly a cinch. 


Aillion resistance values 

This ‘box’ allows you to dial up a mil- 
lion resistance values between 10Q and 
10MQ, selectable in 10Q increments. 
It uses only 54 resistors, so if you use 
standard 1% metal film resistors they'll 
cost you less than a few pounds. 

Add in the cost ofa UB1-size plastic 
box, six standard rotary switches and 
knobs, a pair of binding post terminals 
and a PCB and it is still not pricey —a 
small fraction of the cost of a com- 
mercial decade box, in fact. 
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SIX-DECADE RESISTANCE BOX 


Fig.1: the circuit consists of six 10-position rotary switches (S1 to S6) in series with terminals T1 and T2. The associated 
resistor strings allow each switch to select a unique resistance value ranging from 0 to 9M© (S1) down to 0 to 902 (S6) 


For even higher accuracy, you can 
use 0.1% metal film resistors instead 
of the 1% types. These will bump up 
the total cost to over £50, but it will 
still be much less than the price of a 
comparable commercial unit. 


How it works 

The circuit diagram, if you can call it 
that, is shown in Fig.1. Six 10-position 
rotary switches S1 to S6 are wired in 
series, between the two binding post 
terminals T1 and T2. 

The resistors are connected in daisy- 
chain fashion around the six switches. 
Each click of switch S1 increases the 
total resistance by 1MQ, while each 
click of switch S6 increments it by 10. 

Since all six switches are connected 
in series, you can dial up any resist- 
ance between 0 (all switches set to 
‘0’) and 9.99999MQ (all switches set 
to ‘9”), in increments of 102. 


ALL RESISTORS 1% METAL FILM TYPE 
(OR 0.1% IF DESIRED) 


Mind you, while we said you can 
select a million different resistance 
values, in practice you would not use 
all six switches to select each resist- 
ance; that would be pointless. It all 
comes down to the tolerance of the 
resistors you are using. Even if all 54 
resistors are 0.1% tolerance, you will 
quickly come to realise that if you use 
three consecutive decade switches to 
select a value, the three-digit resolu- 
tion of the selected value is already 
equal to the tolerance of +0.1%. 

You also need to consider that the 
minimum resistance of the box with 
all switches set to ‘0’ is not exactly 0. 
That's because the contact resistance 
of the switches and the resistance of 
the PCB tracks does introduce a small 
amount of residual resistance — typi- 
cally around 0.25Q, or 250 milliohms. 

In practice, this doesn’t matter 
much and merely increases the error 
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Fig.2: follow this parts layout diagram to build the 6-Decade Resistance Box. Note that the switches must be installed 
with their anti-rotation spigots oriented as shown. The tops of these spigots must also be removed using side cutters. 


of the two lowest settings of S1 (102 
and 20Q) beyond the basic +1% of all 
other ranges: about +3% for the 102 
setting and +1.5% for the 20Q setting. 
We will discuss some of these points 
later. For now though, this 6-Decade Re- 
sistance Substitution Boxisa very useful 
accessory and it is dead-easy to build. 


Construction 

All of the switches and resistors are 
mounted on the PCB, which mounts 
inside a standard UB1-size box. The 
complete PCB assembly is attached to 
the box lid—held there by the mounting 
nuts of the six switches. 

The circuit board (size 146mm x 
87mm) is available from the EPE PCB 
Service, code 894. 

The two binding posts are the only 
components not on the PCB; they are 
mounted on the lid itself, with their 
rear connection spigots connecting to 
the two large pads on the PCB when 
the latter is attached to the lid. 


Tabll 


1083036 
1751317 


102 metal film resistor 
1002 metal film resistor 
1kQ metal film resistor 
10kQ metal film resistor 
100k2 metal film resistor 
1MQ metal film resistor 


1751444 
1751550 
1751658 
1751718 


The PCB is single-sided, but we 
strongly recommend that you use a 
fibreglass PCB witha solder mask. This 
will reduce the possibility of leakage 
paths developing in the future, which 
could reduce the accuracy on the top 
resistance range. 


Board assembly 
The component overlay is shown in 
Fig.2. Fit the resistors first. There are 
only six different values: 10, 1009, 
1kQ, 10kQ, 100kQ and 1MQ, with 
nine of each, making 54 in total. Each 
value is clustered around its respec- 
tive switch. Don’t mix up the values. 

Before fitting the rotary switches, 
cut the spindle of each switch to about 
10mm long or just enough to suit the 
control knobs you are using. Make sure 
you remove any burrs from the top end 
of the spindles with a file, so that their 
knobs will slip on easily later. 

All six switches are mounted on 
the board with the orientation shown 


0.1% 0.25W 
0.1% 0.25W 
0.1% 0.25W 
0.1% 0.25W 
0.1% 0.25W 
0.1% 0.25W 


£7.10 (2 packs) 
£8.70 (2 packs) 
£4.80 (2 packs) 
£6.70 (2 packs) 
£5.00 (2 packs) 
£7.00 (2 packs) 


in Fig.2. As you can see, the moulded 
locating spigot on the front of each 
switch body is at ‘1:30’, while each 
switch’s rotor connection pin (not vis- 
ible in Fig.2 or Fig.3) is in the ‘3:00’ 
position, as viewed from the top. 

Onceall six switches have been fitted 
to the board and soldered in, it’s a good 
idea to make sure that they are all set for 
a span of 10 positions. To do this, turn 
the switch spindle fully anticlockwise 
and then remove its mounting nut, star 
lockwasher and ‘stop washer’. Then 
replace the stop washer with its stop 
pin passing down through the hole 
between the numbers ‘10° and ‘11’, 
moulded into the switch body. 

Replace the lockwasher and 
mounting nut. Then turn the switch 
spindle clockwise by hand and you 
should find that it can be moved 
through a total of 10 positions (0 to 
9 inclusive). 

You will also need to use a pair of 
side cutters to nip the plastic spigot off 
all the switches. If this is not done, the 
spigots stop the switches from mount- 
ing flush underneath the lid. Do this 
for all six switches. 

It is also a good idea to use an old 
toothbrush and some methylated spir- 
its to scrub off all solder flux residue 
from the underside of the PCB. This 
will remove any leakage paths which 
will otherwise reduce the accuracy of 
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Constructional Project 


This is the completed unit before it 
is mounted on the lid of the case. 


BINDING POST 


Fig.3: the PCB is 

secured to the back 
of the lid by resting 
it on the tops of the 
switches and doing 


BINDING POST 
MOUNTING NUT 


up the switch nuts. 
The binding post 
spigots are then 
soldered to their 
copper pads, 


the values selected when youare using 
the megohm range switch. 

The PCB assembly can now be plac- 
ed aside while you prepare the box. 


Preparing the box lid 

There are eight holes to be drilled and 
reamed in the box lid. There are six 
10mm-diameter holes for the threaded 
ferrules of the switches, plus two 9mm 
holes for the binding posts. 

You can use the front-panel artwork 
as a drilling template for the lid. They 
are not printed here, but can be ob- 
tained in PDF format from the down- 
loads section of the EPE website, then 
photocopied and stuck to the lid. 

Once the eight holes have been 
drilled and reamed to size, you can 
make a dress front panel by laminating 
another copy of the artwork. After this, 
you can fit the two binding posts to 
the panel, using the nuts and washers 
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supplied, as shown in Fig.3. The lid 
can then be lowered down until it’s 
resting on the lockwashers for the 
switches. Fit the mounting nuts to 
each switch ferrule and this will hold 
everything together. The rear spigots of 
the binding posts can then be soldered 
to the matching pads of the PCB. 
That done, place the lid/PCB assem- 
bly into the box itself and fit the four 
small self-tapping screws supplied, 
then push in the small rubber bungs to 
cover each screw head, Finally, fit the 
control knobs to each switch spindle. 


Higher precision? 

Earlier in this article, we mentioned 
that 0.1% tolerance metal-film resis- 
tors can be substituted for the standard 
1% tolerance types, if you want your 
decade box to be significantly more ac- 
curate. These higher-precision resist- 
ors are available and are physically 


Parts List 


1 UB1-size box, 158mm x 95mm 
x 538mm 

1 PCB, code 894, available from 
the EPE PCB Service, size 
146mm x 87mm 

1 dress front panel 

6 single-pole rotary switches (S1 


to S6) 

6 19mm diameter control knobs, 
grub-screw fixing 

2 black binding posts 

4 adhesive rubber feet 


Resistors (0.25W, 1% or 0.1% 

metal film — see text) 

9 1MQ 91kQ 

9 100kQ 9 1002 

9 10kQ 9102 

Reproduced by arrangement 
with SILICON CHIP 
magazine 2013. 

www.siliconchip.com.au 


very similar to the standard 1% type 
—so there is no problem making this 
change. 

But, be warned, that there is a sig- 
nificant extra cost involved —the 0.1% 
resistors will cost you around 50p to 
£1 each, compared with the pennies 
for 1% resistors. A set of 60 of these 
resistors will raise the cost of your 
decade box by around £40. 

However, we think that the extra 
cost of high precision resistors is re- 
ally well worth it. It is very satisfying 
to dial up a resistance value with two 
or three switches and then confirm that 
it's smack on the value (or very close 
to it) with your DMM. It means you 
can dial in preferred value resistors to 
a prototype circuit and know that you 
will get very similar results when you 
install the same physical resistor. 


Sourcing 0.1% resistors 

The 0.1% resistors available from Ele- 
ment 14 (formerly Farnell Components— 
www.element14.com) come in packs of 
five; you need to buy two packs of each 
value. Table 1 lists the values. The first 
number isthe Element14 stock number, 
followed by the description and the cost. 


Power rating 

Finally, note that the power dissipa- 
tion must not exceed more than 0.25W 
for the resistance value selected. This 
can be calculated using the formula 
P=V*/Ror P=PR. EPE 
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When electronics Technotalk 
go bad 


Mark Nelson 


A little knowledge is a dangerous thing, as evidenced by two recent news reports of 
major foul-ups involving seemingly basic electronics. Was the science bad or merely 
the way users applied it? Mark investigates. 


VERY now and again the 
appliance of science (or rather 
its application) goes awry. 
Some kind of lapse occurs, maybe a 
misunderstanding, and there follows 
a battle royale between the client 
(who misapplied the device) and 
the supplier (who assumed the user 
would read the data sheet and make 
an informed decision). All you need 
then is some non-technical reporters 
in the media to create a perfect storm. 
Fortunately, most of these storms 
remain inside teacups and are soon 
forgotten by the public at large. But 
the acrimony often persists, as does 
any damage to corporate reputations 
and wealth, Let me explain... 


Bad batteries ground 787s 
Boeing hit the headlines for the wrong 
reasons in January this year when 
all airlines operating the company’s 
new 787 Dreamliner were forced to 
ground their fleets. The cause was two 
very serious fires on board involving 
lithium-ion batteries. ‘We have not 
ruled anything out as a potential factor 
in the battery fires; there are still many 
questions to be answered,’ said US 
National Transportation Safety Board 
chairperson Deborah Hersman. ‘One 
of these events alone is serious; two 
of them in close proximity, especially 
in an airplane model with only about 
100,000 flight hours, underscores the 
importance of getting to the root cause 
of these incidents.’ 

To save weight and boost fuel 
efficiency, Boeing eliminated a lot of 
internal mechanics on the aircraft and 
used electronics powered by tailor- 
made battery packs located under 
the wings and cockpit. The faulty 
batteries, which play a crucial role in 
the plane's functioning, showed signs 
of short circuit and thermal runaway, 
leading to a destructive chain reaction. 


Known problem 

Over the years, similar problems 
have bedevilled several brands of 
laptop computers that use lithium- 
ion batteries, and in each case the 
problem has been production defects. 
To quote HowStuffWorks.com, the 
manufacturing process for these cells 
creates tiny pieces of metal that float in 
liquid, Manufacturers can’t completely 
prevent these metal fragments, but good 
manufacturing techniques limit their 
size and number. 
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The cells of a lithium-ion battery 
also contain separators that keep the 
anodes and cathodes, or positive and 
negative poles, from touching each 
other. If the battery gets hot through use 
or recharging, the pieces of metal can 
move around, and may puncture the 
separator to cause a short circuit and 
heat generation. The larger the battery, 
the more destructive the damage. Worse, 
these fires typically generate oxygen 
and are very difficult to extinguish. 


Cost cutting to blame? 
Intrinsically safe lithium batteries do 
exist but they use different technologies 
(Li-MnO, or Li-SOCI,) and are not as 
compact or cost-effective. The jury is 
still out on the Dreamliner's batteries; 
according to ElectronicProducts.com 
the fault may lie not in the battery itself 
but in the battery protection circuitry. 
The opinion of technology consultancy 
Lux Research is that there are known 
safety concerns with the lithium- 
cobalt oxide used in the 787’s batteries, 
and that Boeing should have chosen 
lithium-iron phosphate, which, even 
when overcharged, prevents oxygen 
release and resists thermal runaway. It 
also notes that major car makers refused 
early on to entertain the possibility of 
using lithium-cobalt oxide in passenger 
vehicles due to safety concerns. 

Regardless of all this, better 
understanding of battery technology 
and circuitry is important, not only 
for the future of the 787, but also for 
the A350 Airbus and the International 
Space Station (ISS), both of which 
have announced their intention to 
use identical or very similar Li-ion 
batteries from GS Yuasa Lithium 
Power. 


Wrong kind of light 
Sunflowers wilt: Van —_ Gogh’s 
masterpiece is slowly turning brown 
as a result of exposure to LED lighting. 
That was one of the shock headlines 
earlier this year, when it was revealed 
that scientists had discovered that 
the chrome-yellow pigment featured 
in paintings by Van Gogh and 
other famous painters was unstable 
under LED light and was turning an 
unwelcome shade of brownish green. 
According to The Independent and 
other newspapers, researchers have 
now warned galleries and museums 
to reconsider the use of some LED 
lighting to prevent the colours in such 


paintings deteriorating further. Said 
Claus Habfast, from the European 
Synchrotron Radiation Facility in 
France: ‘LED lights appear to have 
many advantages, but museums should 
carefully consider that paintings from 
the Van Gogh era could be affected by 
them. Paintings that have moderate 
darkening will find this accelerates in 
the coming years. Of course, it’s not 
advisable to put these paintings in 
the dark because they are part of our 
cultural heritage and the public wants 
to see them. But museums have to 
strike the right balance.’ 

This, of course, is exactly the 
news that galleries did not wish to 
hear, as LED lighting was thought to 
provide better protection for pictures 
by avoiding the harm caused by the 
effects of natural light (such as the 
fading cause by ultra-violet rays). 
LED illumination has, in fact, become 
an increasingly popular choice with 
art institutions in recent years, as 
an energy-efficient alternative to 
fluorescent light bulbs. 


Never mind the facts... 

By now the genie was out of the 
bottle and the story spread like 
wildfire. Only it was a complete load of 
tosh, at least according to Don Tuite on 
the electronicdesign.com website. Like 
Don, I have a mistrust of mainstream 
newspapers’ coverage of deeply 
technical subjects, although unlike 
Don, I did not fork out $35 to read the 
Analytical Chemistry paper that was 
cited as the source of the panic. 

In fact, this report says the paint 
tests were conducted using a high- 
intensity xenon lamp, not with LED 
lamps. The warning to avoid using 
LED lamps comes only from Mr 
Habfast, without further scientific 
explanation. Nevertheless, the 
histrionic shock-horror story is still on 
The Independent’s website. 


Apricot soup 

LED lighting is much appreciated by 
other art galleries of course. Curators 
at Indiana University Art Museum 
praise LEDs. The difference between 
the old-style incandescent lighting 
and the LED alternative is clear to see, 
with the paintings being illuminated 
by cooler and cleaner white lights. 
Referring to incandescent lamps, ‘It's 
like apricot soup’, commented IU 
professor Rob Shakespeare. 
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Now that we have the full circuit diagram of our new Discrete 
Semiconductor Test Set, it’s time to describe its construction and 

the set-up procedure. We also describe how to fit a crowbar circuit to 
quickly discharge the HT after making high-voltage measurements. 


S SHOWN in the photographs, 
the SemTest is built in an ABS 
enclosure measuring 222mm x 146mm 
55mm. Apart from VR10 (the MOS- 

T Vgg pot) and the five pushbutton 
switches (which mount directly on the 
front panel), all the components are 
mounted on one of two PCE 
Both boards are double-sided, so there 
isno need to fit any wire links, Inciden- 
tally, our prototype had numerous link 
positions on both boards. These have 
now been incorporated into the copper 
patterns on the top layers ofboth boards, 
so that’s one less tedious task to be done. 
‘The main board (coded 890) mounts 
in the bottom of the enclosure, while 
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the display board (coded 891) sits 
behind the front panel and is spaced 
18mm from it. The two boards are 
linked via three flat ribbon cables fitted 
with IDC connector: 

Rotary switch mounted on 
the lower PCB. Its control shaft is 
42mm long, so that when the case is 
assembled, it passes through clearance 
holes in both the display PCB and the 
front panel. 

Power switch S1 and 12V input con- 
nector CON1 are both located on the 
right-hand end of the main board, to- 
wards the rear, and pass through holes 
in the right-hand end of the enclosure. 
A small hole nearer the front of the 


provides access to trimpot 
vhich is used to set the micro’s 
90V reference voltage. 

ix similar holes along the top edge 
of the right-hand end of the enclosure 
are used to access various trimpots 
mounted on the right-hand end of the 
display board. 


Main PCB assembly 
Use the layout diagram of Fig.10 as a 
guide to assembling the main board. 
Begin construction by fitting all the 
smaller resistors, which should be 
1% tolerance. Note that one of these 
resistors (which mounts about 20mm 
above and to the right of IC3) is marked 
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This handy table shows the pin connections for many discrete semiconductor devices. The ZIF socket on the front of the 
SemTest makes it easy to connect devices for testing. 


‘02/680’, because its value depends 
on the type of relay you use for Relay 1. 

If you use a relay with a 12V coil, 
this resistor can be replaced with a 
wire link (or zero-ohm resistor). With 
a 6V relay, the resistor should be 689. 

The 1W and 5W resistors are next. 
Mount the 5W resistors about 1.5mm 
above the surface of the board, to al- 
low some ventilation if they become 
hot in operation. 

Follow with trimpots VR1 and VR2. 
VR1 (50kQ) mounts near IC1, while 
VR2 is a horizontal multiturn 10kQ 
pot, which mounts at lower right. 

Once these are in, fit the capacitors. 
The two 47F 450V electrolytics need 
to be laid on their sides and secured 
with small cable ties. 

Now fit the DC input connector 
CON1, followed by power switch S2, 
DIL pin headers CON2, CON3 and 
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CON4, the 40-pin DIL socket for IC4 
and the 8-pin DIL sockets for IC1 and 
IC3. Relay drivers IC5 and IC6 do not 
need sockets, and are soldered direct 
to the PCB later during the assembly. 

The six 1mm PCB terminal pins, 
used for the various test points can 
now go in. The four relays can then be 
installed. Note that RLY7 and RLY8 are 
mini-DIL reed relays, which should be 
mounted with the orientation shown 
in Fig.10. 


Step-up transformer 

The next step is to wind 11, the 
step-up transformer for the SemTest’s 
DC-DC converter. The winding and 
assembly details are shown in Fig.11; 
follow this exactly (or else!). Wind 
each layer as closely and evenly as 
possible; wind them all in the same 
direction and cover each layer with a 


layer of insulating tape (to both hold 
that layer in place and provide insula- 
tion between it and the layer above it). 

Before T1 is assembled, don't forget 
the ‘gap’ washer, cut froma small piece 
of 0.06mm-thick plastic sheet. 

‘Transformer T1 can now be mounted 
on the main PGB, It is held in place (as 
well as being held together) by an M3 
x 25mm long nylon screw and nut. 
Note that the primary start (S), tap (T) 
and secondary finish (F) wires all con- 
nect to the PCB, just to the right of the 
transformer itself. 


Semiconductors 

Now for the semiconductors, starting 
with the diodes and Zener diodes. 
Make sure that these are all installed 
the correct way around. The same goes 
for transistors Q1 and Q2. Make sure 
QJ is a BC337 and Q2 is a BC327. Note 
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HV DC CROWBAR 


Constructional Project 


2N6027 
AG 


ey CENTRE 
Ake LEAD CUT 
‘SHORT IN 


THIS PROJECT 


Fig.7: the circuit monitors the converter’s power supply rail in the SemTest 
and when Vin drops below 6V, PUT! and SCR1 turn on to discharge the 47uF 


capacitors across the high-voltage output. 


INCE producing our prototype 
SemTest presented in the Febru- 
ary and March issues, we have devel- 
oped a further refinement—an add-on 
crowbar module which instantly 


1 PCB, code 897, size, 56mm x 
40.5mm (available from the EPE 
PCB Service) 

1.M3 x 6mm machine screw and 
nut 

2.M3 shakeproof washers 

1100mm length red heavy duty 
mains-rated hook-up wire 

1 200mm length black heavy duty 
mains-rated hook-up wire 

1 200mm length yellow hook-up 
wire 

170mm length 30mm diameter 
heatshrink tubing 


Semiconductors 

1 TYN816 SCR (SCR1) 
1 2N6027 PUT (PUT1) 

1 1N4004 1A diode (D1) 


Capacitors 

1 100uF 16V radial electrolytic 

1 10nF monolithic multi-layer 
ceramic 


Resistors (0.25W, 1%) 


1 100k 13302 1W (5%) 
110kQ. 1 1002 1W (5%) 


kills the high voltage applied to the 
ZIF socket at the conclusion of any 
breakdown voltage test. As a further 
safety measure, it also kills the high 
voltage in the event that the SemTest 
is inadvertently turned off before a 
test has properly concluded. 

This minimises the chance of the 
user getting a shock from the test 
terminals when removing the DUT 
ora possible breakdown of the DUT 
itself when the power is inadvert- 
ently removed. 

The crowbar module is wired to 
three points on the main (lower) 
SemTest PCB. On our prototype, 
these wires have been soldered to 
specific component leads, but the final 
SemTest PCB has pads for these wires. 

The crowbar board senses the 
11.4V supply rail to the MC34063 
DC/DC converter IC1. This drops 
very quickly to around 6V when a 
test finishes or more slowly if the 
unit is switched off during a test. 
Either way, this is the trigger for the 
crowbar to discharge the capacitor 
bank from 600V to a few volts in 
around 20ms. 


Circuit description 
The full crowbar circuit is shown in 
Fig.7. It could potentially be used in 
other devices, but for use with the 
SemTest, link LK1 is installed, to 
short Vin (the sense input) and V+ 
(its power supply) together. 


The +HV and GND terminals 
at CON1 are connected across the 
SemTest’s high voltage capacitor 
bank. Fig.8 shows a fragment of the 
SemTest circuit and demonstrates 
how the crowbar module is con- 
nected. The V+ terminal goes to 
pin 6 of IC1, which is at around 
+11.4V when the DC/DC converter 
is running and drops to OV when it 
is switched off. 

While the DC/DC converter is 
running, current flows from this 
rail, through diode D1, charging the 
100pF capacitor. As this capacitor 
charges, the gate (AG) of program- 
mable unijunction transistor PUT1 
is pulled up too, via the 10kQ and 
100kQ resistors. 

At the same time, the anode (A) 
is pulled up via a 3309 resistor. The 
10nF capacitor between PUT1's an- 
ode and gate is initially discharged 
and this helps to keep the gate at 
anode potential, preventing false 
triggering if there are any initial 
glitches in IC1’s power supply (eg, 
due to relay contact bounce). 

APUTis essentially a small anode- 
gate SCR. While a conventional SCR 
is turned on when its gate is pulled 
above its cathode (K), a PUT turns 
on when its gate is pulled below its 
anode, sinking current from the gate. 
Both SCRs and PUTs remain on once 
triggered, until their anode-cathode 
current flow drops below the ‘hold- 
ing’ current, in this case much less 
than a milliamp. 

As long as V+/Vin are held at 
around 11.4V, the crowbar circuit 
remains deactivated, But once Vin 
drops precipitously, the 10nF ca- 
pacitor begins to charge while the 
100uF capacitor retains its charge, 
by virtue of diode D1. 

Once Vin drops below the ~6V 
threshold, sufficient current flows 
from PUT1's gate to trigger it on. Itthen 
dumps the charge in the 100F capaci- 
tor into SCR1’s gate (KG), via the 330Q 
current-limiting resistor, This happens 
in less than 1001s if Vin drops fast, as 
when a test ends normally. 

The 3302 resistor limits the cur- 
rent into SCR1’s gate to around 25 to 
30mA, enough to trigger it reliably. 
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SCR1 then rapidly discharges the 
high voltage capacitor bank through 
the 100Q resistor. The peak dis- 
charge current is 600V/100Q = 6A. 

PUT1 switches off as soon as it 
has finished dumping the charge 
of the 100uF cap into SCR1’s gate. 
But SCR! stays on until the current 
through it drops below 40mA (its 
holding current) so the capacitor 
bank discharges to around 4V. 

The specified TYN816 SCR is 
rated for 800V and 16A. Do not use 
an SCR with lower ratings. 


Construction and testing 
Refer to the overlay diagram, Fig.9. 
Fit the two small resistors first, fol- 
lowed by diode D1, with its cathode 
stripe towards the right side of the 
board. Use a lead off-cut for link LK1 
and solder it in place. Then install 
the two 1W resistors. 

Wiggle the middle lead of SCR1 
back and forth until it snaps off. If 
there is any lead remaining, remove 
it with side-cutters. Bend the re- 
maining two leads down and insert 
them through the holes on the PCB, 
then use the machine screw to at- 
tach the metal tab with a shakeproof 
washer, both under the screw head 
and under the nut. Do it up tightly 


that IC7, the metering voltage reference 
IC, is in the same TO-92 package as Q1 
and Q2 — be careful not to install it in 


the wrong position. 
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Construction 


Fig.8: this diagram shows how the HV DC Crowbar module is connected to the SemTest circuit. Only three connections 
are required, as indicated by the lines highlighted in red. 


Fig.9: follow this layout diagram and photo to build the HV Crowbar. For the 
SemTest, leave out the screw terminal block and install a wire link for LK1. 


since the screw conducts the cur- 
rent when the crowbar activates. 
Then solder the two pins. 

Fit the 10nF capacitor and then 
PUT1, bending its leads out with 
pliers to suit the pad spacing. Push 
it down as far as it will go before 
soldering and trimming the leads. 
Next, mount the 100yF capaci- 
tor, with its longer (positive) lead 
towards the left side of the PCB. 
Bend its leads so that it lays down 
flat on the board before soldering 
them — see photo. 

Don’t fit a terminal block for 
CON1, since we have limited clear- 
ance to fit the unit into the SemTest. 
Instead, solder a red wire to HV, a 
yellow wire to V+ and a black wire 


Two devices come in TO-220 pack- 
ages — REG1, the 7805 5V regulator, 
and Q3, the IRF540N switching 
MOSFET. Both are mounted with their 


to OV. Make sure there are no stray 
copper strands. 

Wire the unit up to the Sem Test as 
shown in the main overlay diagram 
(Fig.10). Trim each lead so that you 
don’t have a lot of extra length. The 
photos show the best place to fit it. 

Once it's wired up, slip the crow- 
bar module into the heatshrink tub- 
ing and apply gentle heat. Make sure 
there is no exposed metal when you 
are finished. Some silicone sealant 
can then be used to hold the unit 
in place, so it doesn’t rattle around 
inside the case. 

Once the SemTest unit itself is 
complete, the HV crowbar must now 
be tested for correct operation, as 
described in the main article. 


leads bent down by 90° at a distance 
of 6mm from their bodies, so they 
pass down through the corresponding 
holes in the board to be soldered. Both 
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WARNING! 


CONVERTER Produc 


UPTO soa DGS 


Ot reweess 


‘The view shows the completed main board 


voltage selector switch (S2). 


assembly before the HV crowbar module is added. It carries 
the PIC microcontroller (IC4), the power supply components and the test 


devices are mounted on standard 19mm-square U-shaped 
finned heatsinks and secured using M3 x 10mm machine 
screws and nuts. 

Having installed the semiconductors, install crystal X1. 
It's mounted just to the left of IC4’s socket. That done, install 
the 3-pole 4-position rotary switch. This switch must have a 
42mm-long shaft and the one to use is a metric switch made 
by Lorlin (CK1051). We sourced ours from Element14 (Cat. 
1123697 - www.element14.com). 

IC5 and IC6 can then be soldered in place and IC1, IC3 
and IC4 plugged into their respective sockets. The main PCB 
assembly can then be completed by wiring the HV crowbar 
PCB to it, as shown in Fig.10. 


Display PCB assembly 

The component overlay for the display PCB is shown in 
Fig.12. Begin construction by fitting the resistors. As before, 
two of these are shown with a value of 09/68Q, to suit 6V or 
12V mini SPDT relays: with a 6V relay, use a 68Q resistor; 
for a 12V relay, use a wire link. 

The seven trimpots can now go in; VR11 is a 10kQ mini 
horizontal type near relay RLY3. The remaining six multiturn 
trimpots have values of 5kQ and 10kQ; don’t mix them up. 

VR10, the 10kQ dual-gang pot, is wired with short flying 
leads and will be bolted to the front panel later. Note that it 
should have its shaft cut toa length of 15mm, to suit the knob. 

Follow with the two capacitors and the re! Make sure 
the two mini-DIL reed relays are correctly oriented, as you 
would for DIL ICs 

Now fit the semiconductors. There are four TO-92 devices: 
transistors Q4 and Q5 and voltage references IC8 and IC9; 
don’t mix them up. Don’t fit LED1 at this stage; do it just 
before the display PCB is attached to the front panel. 
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UPPER SECTION, 
——__ OF FERRITE 
POT CORE 


_ BOBBIN WITH WINDING 
//_ (\0T OF 0.8mm DIAMETER 
(ENAMELED COPPER WIRE 
WITH END BROUGHT OUT. 
THEN START OF 0.25mm Dié 
ECW TWISTED TO IT, BEFOR’ 
WINDING 4 x 20T LAYERS 
(OF SECONDARY. NOTE 
THAT ALL FIVE LAYERS: 
SHOULD BE COVERED 
WITH INSULATING TAPE) 


\FINIsH (OF SECONDARY) 


TAP (END OF PRIMARY, 
START OF SECONDARY) 


START (OF PRIMARY) 


(ASSEMBLY HELD TOGETHER & SECURED TO 
PCB USING 25mm x M3 NYLON SCREW & NUT) 


Fig.11; here are the winding details for the step-up 
transformer (T1) on the main PCB. Note the ‘gap’ 
washer which is cut from 0.06mm plastic sheet. 


Cow 


The three DIL pin headers CONS, 
CON6 and CON7 are next, followed by 
the 8-pin DIL socket for IC2. Then fit 
the four PCB terminal pins near IC2. 


ZIF socket 
Next comes the ZIF socket. It’s not 
mounted directly on the board, but 
needs to be ‘jacked up’ so that it will 
protrude through the matching hole 
in the front panel. The ZIF socket 
also needs to clear the front panel by 
almost 8mm, to allow its actuator le- 
ver to swing down into the horizontal 
position 

Fig.13 shows how two 18-pin DIL 
sockets, piggy-backed together, are used 
to mount the ZIF socket. Most of the 
‘jacking up’ is done by an 18-pin DIL 
IC socket with long wire-wrap tails. 
However, because the machined clips of 
this type of socket are not able to accept 
the rectangular pins of the ZIF socket, 
we have to use a ‘production’ type 18- 
pin DIL socket (having bent sheet metal 
clips) between the two, as an adaptor. 

The ZIF socket is plugged into this 
intermediate socket first and the two 
are then plugged into the machined- 
clip socket. After this, the 3-socket 
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This view shows the assembled display PCB with the ZIF socket and potentiometer 
VR10 removed for clarity, Note that this is a prototype board and there are some 
differences between this and the final version depicted in Fig.12. 


assembly is held together using fillets 
of epoxy adhesive — see Fig.1 

When the epoxy) 
you can fit the whole ZIF socket as- 
sembly to the display PCB. Note that 
the assembly should be installed with 
the tuator lever towards the LCD 
module position on the PCB. 

Make sure that the bottom of the ZIF 
socket its exactly 18mm (or 19.5mm 
ifyou are using a PCB front panel) above 
the top surface of the PCB before you 
solder the 18 wire-wrap pins of the 
bottom socket to the pads on the PCB. 

You can ensure this by using an 18mm- 
wide strip ofstout cardboard underneath 
the assembly as a temporary spacer. It’s 
best to initially tack-solder one pin at 
either end, then do a final check of the 
spacing and vertical positioning. This 
will allow you to make any 
adjustments that may be necessary 
soldering the remaining 16 pins. 


LCD module 

The next step is to mount the LCD 
module — see Fig.14. The connections 
between this module and the PCB are 
made via a 16-way section of SIL pin 
header strip, wh should be fitted 


to the PCB (long pin sides uppermost) 
before the module is attached. Don't 
solder its pins at this stage, though. 

The module itself is mounted on the 
PCB on two M3 x 6mm tapped nylon 
spacers. These are secured using M3 
x 15mm machine screws which pass 
up from under the board, with a nylon 
flat washer under each screw head. 
The LCD module is then carefully 
slipped down over the screws, with 
the SIL strip pins passing up through 
the matching holes at bottom left 

MS nuts are then fitted to the top 
ends of the screws to fasten the module 
in position, after which the bottom 
ends of the SIL strip pins are soldered 
to the display PCB pads underneath. 
Finally, their top ends are soldered to 
the pads on the top of the LCD module. 

Use a fine-tipped iron for this job, 
and solder as quickly as possible to 
prevent heat damage. 

Once the LCD module is in posi- 
tion, fit LED1 to the display board. 
It’s mounted at lower left, with its 
cathode flat side to the left. At this 
stage, just tack-solder its leads tem- 
porarily to the board pads, with the 
lower surface of the LED body about 
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16mm above the board. This will 
enable you to adjust its final height 
above the board after it’s attached to 
the front panel. 

Now plug IC2 into its socket at lower 
right. That completes the assembly of 
the display board. 


Making the ribbon cables 

The details of these are shown in 
Fig.15. The two 16-way cables are cut 
from 120mm lengths of ribbon, with 
15mm at each end to loop through the 
top of the IDC connector, leaving ap- 
proximately 90mm of ribbon between 
the connectors. 

The 10-way cable is made from a 
190mm length of ribbon, with 15mm 
again used at each end for the connec- 
tor loops. This leaves approximately 
160mm of cable between the connec- 
tors. When you're fitting the IDC con- 
nectors to each end of the cables, make 
sure you fit them with the orientation 
shown in the circled details in Fig.15. 


Preparing the case 
Ifyouare building the SemTest from a kit, 
the case will probably be already laser-cut 
and screen printed. If you are working 
from scratch, you will need to download 
the drilling/cutting diagrams from the 
downloads section of the EPE website 
and print these out to use as drilling 
templates. (They are not printed here.) 
‘Take care when you are cutting the 
rectangular holes in the lid of the case 
for the ZIF socket and the LCD window 
because any curved or out-of-square 
edges will be painfully obvious when 
your SemTest is finished. The best ap- 
proach is to first drill a series of 2.5mm. 
holes around the inside perimeter of 
each rectangle and then use small 
jeweller’s files to complete the job. 
The easiest way to prepare the six 
notch holes along the upper edge of 
the right-hand side of the case (and 
the matching edge of that end of the 
lid) is to first temporarily fit the lid to 
the case. You can then drill the holes 
in both at the same time, using a 2mm 
drill to first make pilot holes and then 
enlarging these holes with a 4mm drill. 


Front panel 

If you are working from a kit, the lid is 
likely to be already screen-printed with 
the label. If not, you can purchase a 
PCB dress panel from SILICON CHIP, It is 
secured to the front panel with the same 
screws which mount the display PCB. 
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WARNING! HIGH VOLTAGES (UP TO 600V DC) CAN BE PRESENT ON THIS PCB WHEN THE CIRCUIT IS OPERATING. 
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Fig.12: the display (top) PCB assembly. This PCB carries the ZIF socket, the LCD 
module and most of the relays and is connected to the main board via IDC cables. 


Cuta 70mm x 25mm rectangle ofclear 
plastic sheet and fasten this to the lid, 
behind the 51mm x 16mm rectangular 
cutout for the LCD viewing window. 
This will protect the LCD from dust 
and moisture. The plastic sheet can be 
fastened to the underside ofthe lid using 
cellulose tape around its edges. 

Now mount pushbutton switches $3 
to S7 on the front panel. That done, fit 


the four M3 x 25mm machine screws, 
which ultimately attach the front PCB 
to the rear of the front panel. 

As shown in Fig.14, each screw 
is fitted with an M3 x 15mm tapped 
spacer. The screws and spacers should 
be tightened as securely as you can, 
without causing the screw head to 
distort the label front panel. An M3 
nut is then added to each screw at the 
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end of each spacer to bring the effective 
spacer length close to 18mm. 

Next, solder ‘extension wires’ to the 
connection lugs on pushbutton switches 
$3 to $7. The extension wires for these 
switches should all be made from 
0.5mm diameter tinned copper wire, 
with their lengths staggered between 
about 40mm and 60mm, as later this 
will make it easier to pass them through 
their matching holes in the upper PCB. 

You now need to solder some short 
flying leads (about 50mm long) to the 
terminals of dual-gang potentiometer 
VR10. The other ends of these leads 
can then be soldered to the PCB, as 
shown in Fig.12. 

That done, temporarily stick the back 
of the pot to the display board with its 
shaft sticking up, ready to pass through 
the front panel. You can use some 
BluTac or double-sided tape for this job. 

The three IDC cables should now be 
plugged into CONS, CONG and CON7. 
The next operation is a bit tricky, be- 
cause you have to dress each of the 
extension wires from switches S3 to S7 
so they all go through their respective 
holes in the display PCB as it is moved 
up towards the rear of the front panel. 
You also have to pass the body of the 
ZIF socket (with its actuator lever verti- 
cal) up through its cutout in the panel, 


es 


Fig.13: the ZIF socket is mounted via two 18-pin IC sockets, with the parts 
piggy-backed together and secured using epoxy cement before the assembly 
is installed (see text). Note that the bottom of the ZIF socket should be 18mm 
above the display PCB (or 19.5mm if you are using a PCB front panel). 


4 M3 x 25mm MACHINE SCREWS 


|<—___18 pin CUP-TYPE 


DILIC SOCKET 


18:pin MACHINED CUP 
DILIC SOCKET WITH 


and make sure that LED1 and VR10 are 
lined up to pass through their clearance 
holes in the front panel. 

When you have managed to mate the 
two together, with the PCB fitted on to 
the ends of the four mounting screws, 
you can add a further nut to each screw 
to hold it all together. Tighten each nut 
to complete the job. 

Once it's in position, solder all of 
the extension wires from switches S3 
to S7 to their pads on the underside 
of the PCB. Be sure to trim the excess 
leads after the wires are soldered. 

Now mount the main board in the 
case, but don’t fit the lid/upper board 
assembly to the case just yet. It can be 
stood up near-vertically just in front of 
the case, with the front panel buttons 
and LCD display quite accessible. 

Next, plug the free ends of the three 
ribbon cables into CON2, CON3 and 
CON4 on the main board. The unit is 
now ready for testing. 


Setting up 
Be careful when testing Semtest, as 
high voltages (up to 600V DC) can be 
present on both PCBs (see panel). 
Start by setting the voltage selector 
switch S82 toits 50V position, then con- 
nect the Sem Test to a 12V DC plugpack 
rated at 900mA or more, and turn on 


power switch S1. There should be no 
test devices plugged into the ZIF socket 
as yet. You should see this initial greet- 
ing message in the LCD window: 

SC Discrete Semi 

conductor Tester 
which should be replaced after a 
couple of seconds with this message: 

Press Menu Select 

button to begin: 

If you only see a clear window or 
two lines of 16 black rectangles, it 
probably means that the contrast trim- 
pot VR11 needs adjustment. Adjust it 
in one direction or the other until you 
see the messages displayed clearly and 
with good contrast. 

Once this has been done, you can 
use your DMM to check the voltages 
at the input and output pins of REG1 
(at upper right on the main board, just 
to the left of CON1). With the DMM’s 
negative lead connected to the TPG 
pin just below D4 on the same PCB, 
you should get a reading of about 
11.4V on REG1’s upper input pin and 
a reading very close to 5.00V at its 
lower output pin. 


Finishing the set-up 

Your SemTest is now ready for the 

final setting-up adjustments. Do the 

adjustments in this order: 

¢ Adjust trimpot VR2, at lower right 
on the main board, to set the PIC 
micro’s ADC reference voltage to 
2.490V. It’s adjusted while moni- 
toring the reference voltage with 
your DMM, across terminal pins 
TP1 and TPG, just below D4. This 
calibrates the SemTest ADC mod- 
ule’s voltage and current measure- 
ment ranges. 

* Adjust trimpots VR3 and VR4, at 
lowerright on the display board. VR3 
sets the voltage drop across IC8 to 
2.490V, while VR4 is used to set the 
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(M3 x 15mm MACHINE SCREWS: 


16:WAY SECTION OF SIL PIN HEADER STRIP 
USED TO MAKE INTERBOARD CONNECTIONS 


Fig.14: this diagram shows the mounting arrangement for the LCD module. It’s mounted on four M3 x 6mm tapped nylon 
spacers, with the holes along one edge mating with the pins of a 16-pin SIL header strip that’s soldered to the display 
PCB, Secure the LCD module in place before soldering it to the header pins along the top. The PCB itself is mounted on 
the box lid using M3 x 15mm spacers, with M3 nuts used to provide additional spacing. 
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drop across IC9 to the same figure. IC8 
is the voltage reference for the +Igjas 
current source, while IC9 does the 
same job forthe pj, current source. 


To do this, connect the DMM leads 
between TP+ (+) and TP2 (—) and adjust 
VR3 to get a reading of 2.490V. VR4 is 
adjusted while monitoring the voltage 
between test point pins TP3 (+) and 
TPG (-) with your DMM, again to get 
a reading of 2.490V. 

These adjustments effectively set 
the lowest current level (20,A) for 
+Ipias and —Ipias- 

The next four set-up adjustments set 
the higher current settings for +Igias 
and —Ipias, using VR5, VR6, VR7 and 
VR8. To do these adjustments, you 
need to fit two short lengths of hookup 
wire into two of the device lead posi- 
tions on the ZIF socket, and then set up 
the SemTest for four different device 
tests. Here's the procedure: 


¢ Take two short lengths of insulated 
wire with about 15mm of insula- 
tion at each end stripped off. Then, 
with the ZIF socket’s actuator lever 
upright, introduce one end of each 
wire into the socket’s ‘B’ and ‘E’ lead 
holes for a BJT. (It doesn’t matter 
which of the two ‘E’ holes you use). 


¢Push the socket's actuator lever 
down into the horizontal position, 
to lock these temporary base and 
emitter leads in place. 

e Switch your DMM to read low DC 
current levels (say 200uA to begin) 
and connect its test leads to the two 
wire leads: the ‘+’ lead tothe base wire 
and the ~’ lead to the emitter wire. 


Now we need to negotiate SemTest's 
menu system to reach a device test set- 
up which will allow us to measure the 
various Ips levels using the DMM. Ap- 
ply power and press the MENU SELECT 
button for halfa second orso. Youshould 
then see the opening device selection 
display: 


Device to Test: & 


120mm LENGTH OF 16.WAY IDC RIBBON CABLE 
(1.5mm LOOP IN CONNECTOR AT EACH END) 


Reproduced by arrangement 
with SILICON CHIP 
magazine 2013, 
www.siliconchip.com.au 


190mm LENGTH OF 10-WAY IDC RIBBON CABLE 
(1.5mm LOOP IN CONNECTOR AT EACH 


END) 


ONE CABLE REQUIRED 


1:Diode/Zenery 


In case you're wondering, those ‘A’ 
and ‘v’ symbolsat the right-hand ends 
of the lines are meant to remind you 
that you can scroll up or down through 
a sequence of menu choices, using the 
UP or DOWN buttons. 

For the first of these Igjas adjust- 
ments, we actually want to select some 
BJT (NPN) tests; so press either of these 
buttons briefly a number of times, until 
you see this display: 


Device to Test: & 

3 bipolary 
Since that’s the type of device we 
want to set up for (even though there 
is no actual device plugged into the 
ZIF socket), confirm this by pressing 
the ENTER button. This will cause the 

display to change into: 


Test parameter: a 
BVcho (e o/c) ¥ 
As before, note the symbols at far 
right on the display, indicating as before 
that other tests can be selected using the 
UP and DOWN buttons. So press either 


| 01m | 


Fig.15: here’s how to make up the IDC cables. Be sure to orient the headers 
with the locating spigots facing exactly as shown — they face outwards on the 
90mm cables and inwards on the 190mm cables. 


ofthese buttons briefly a few times until 
you see this display: 


Test parameter: & 
HFE (Ib=20nA) ¥ 


This is the first test we want to set up 
for in order to make these set-up adjust- 
ments, so press the ENTER button to 
confirm it. The display will then become: 


NPN bipolar: 
HFE(Ib20A)=0000 


Now, after checking that you have 
set voltage selector switch S2 to its 50V. 
position, press the TEST ON/OFF but- 
ton to turn on the DC-DC converter and 
take a measurement. LED1 should be 
on, to indicate that the DC-DC converter 
is operating and providing a test volt- 
age. The LCD display will also change, 
but don’t take much notice of the hrg 
reading because there is no transistor 
connected at present (it will probably 
show an hpg reading of either ‘00’ or 
‘01). 

Your DMM should now show a fig- 
ure very close to 20.0uA (the default/ 
lowest Ipjas level). 


THIS IS NOT A PROJECT FOR BEGINNERS! The DC-DC step-up converter used in this project can generate high voltages (up to 600V DC) 
and can also supply significant current. As a result, it's capable of delivering a nasty electric shock and there are some situations where 


such a shock could be potentially lethal. 


For this reason, DO NOT touch any part of the circuit while it is operating, particularly around transformer T1, diode D1 and the two 47pF 


450V electrolytic capacitors on the main (lower) PCB, In addition, high voltages can also be applied to the display board (via CONG) during 
operation, so it's not safe to touch certain parts on this board either. Exercise caution if testing the unit with the lid opened and always allow 
time for the 47F capacitors to discharge betore working on the circuit. 
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‘onstructional Pre 


Asmentioned in the article, the 3-pole 4-po- 
sition rotary switch (S2) musthave a 42mm- 
long control shaft, so that when the case is 
assembled, it passes through the clearance 


holes in the front panel with enough length 
left over to attach the control knob. 

A Lorlin CK1051 switch is suitable, 
and this can be sourced from Elementi4 
(Cat. 1123697). Note that the shafts on the 
‘switches usually available from kit suppliers 
will be too short for this project. 


Now press the TEST ON/OFF button 
again, and hold it down forasecond or 
so until LED1 goes out, indicating that 
the DC-DC converter has been turned 
off. The LCD display will also return to 
its ‘Press MenuSelect’ message, ready 
for another test. And when you press 
the MENU SELECT button, you'll find 
that the SemTest has ‘remembered’ 
that you were testing an NPN bipolar 
device and will offer the same device 
test again: 


Device to Test: a 
3:NPN bipolary 


Confirm this by pressing the EN- 
TER button. Then use either the UP 
or DOWN buttons until you get this 
display: 

Test parameter: 4 
FE (Ib=100nA)¥ 

Press the ENTER button to confirm 
and finally press the TEST ON/OFF 
button again to turn on the DC-DC 
converter and take a measurement. As 
before though, don’t worry about the 
hrg measurement on the LCD display 
— pay attention to what the DMM is 
showing, because this will be reading 
the actual bias current. This should 
be close to 100.0A. Now adjust VR6 
with a small screwdriver until it reads 
100.0pA. 

Once that’s done, press and hold 
down the TEST ON/OFF button until 
LED1 goes off. Then press the MENU 
SELECT and ENTER buttons and then 
UP or DOWN to get: 


Test parameter: & 
FE (Ib=500nA)¥ 


Press ENTER to confirm, set your 
DMM to read over 500A, then press 
the TEST ON/OFF button. Your DMM 
should now read close to 500A. Ad- 
just VRS to get that exact figure. Press 
the TEST ON/OFF button once again 
until LED1 goes off. 
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That completes the two adjustments 
for the +Ipras current levels. Those for 
the -Ipras levels are next on the list. 
This time, we use the tests for a PNP 
bipolar device instead of an NPN one, 
and we need to reverse the connections 
to the DMM test leads. 

Press MENU SELECT again and then 
press the UP button once, to get: 


Device to Test: 4 

:PNP bipolary 
Press ENTER to confirm and press 
either UP or DOWN to select the ‘hrg 
(Ip=20pA)’ test. Press ENTER to con- 
firm and then press TEST ON/OFF. 
Your DMM should show close to 
20.0A, confirming the default/low- 
est —Ipjag level. Now press and hold 
down TEST ON/OFF to stop this test. 
Now press MENU SELECT again and 
you'll find that the PNP bipolar tests 
are still being offered. Press ENTER 
to confirm and then the UP or DOWN 

buttons until you get: 


Test parameter: & 
hFE (Ib=100nA)¥ 
Confirm this by pressing ENTER and 
follow by pressing TEST ON/OFF to 
start the test. Your DMM should now 
be reading close to 100.0nA. Adjust 
trimpot VR7 to bring the reading as 
close as possible to that figure, then 
press TEST ON/OFF to stop the test. 
Set the DMM to read more than 
500A and then press MENU SELECT, 
ENTER and the UP or DOWN buttons 
until you have selected: 


Test parameter: & 
HE (Ib=500nA)¥ 

Press ENTER and TEST ON/OFF 
again and confirm that the DMM 
reads close to 500A. Adjust VR8 to 
obtain that exact figure, then press 
TEST ON/OFF again and you have 
completed all the setting-up adjust- 
ments for the SemTest’s Ipjag current 
levels. 

One more adjustment remains: 
using trimpot VR1 to set the DC-DC 
converter output voltage levels. To do 
this, check that switch S2 is set to 50V. 
Then press MENU SELECT and UP or 
DOWN until you get: 


Device to Test: 4 
7:SCRY 
Press ENTER to confirm and either 
UP or DOWN until you get: 
Test parameter: & 
Vak on (OPV) v 


Now press ENTER and TEST ON/ 
OFF. The second line of the LCD 
should now read something like this: 

Vak(OPV)= 49.6V 

Adjust VR1 (just above the centre of 
the main board) until the LCD reading 
changes to: 

Vak(OPV) = 50.0V 

Finally, press the TEST ON/OFF 
button once. This completes all the 
set-up adjustments. 


Final assembly 

The front panel assembly can now be 
lowered down onto the case. Make 
sure that the three ribbon cables are 
folded neatly into the space above the 
lower PCB and not caught between the 
edges of the case or lid. 

Fasten the case together with four 
M4 screws into the corner holes, then 
fit the knobs to the rotary switch and 
the pot and the assembly is complete. 


Testing the HV crowbar 

It's now necessary to check that the HV 
crowbar circuit is working correctly. 
To do this, power up the unit, wait a 
few seconds and then press the Menu 
Select button. You will get a display 
like this: 

Device to Test: 4 

1:Diode/Zenerv 

Press Enter and then the Up button. 
The display will then show: 

Test parameter: & 

Irev(OPV)¥ 

Press Enter again. Set the Device 
Operating Voltage to 25V, using the 
right-hand knob. Then press the Test 
On/Off button to start the test. 

Now carefully measure the voltage 
across the top and bottom A and K 
terminals in the diodes and LEDs sec- 
tion of the test socket. You should get a 
reading close to 25V. Ifit'’s much lower 
(say, 12V) then either the crowbar cir- 
cuit has triggered prematurely or there 
is a fault in the DC/DC converter cir- 
cuit. You will need to switch off, open 
up the unit and check the crowbar 
and converter circuits for faults, such 
as incorrectly oriented components. 

If you get a much higher reading 
than 25V, there is a problem with the 
DC/DC converter section. Switch off 
and measure the voltage across the A 
and K terminals until it drops to a safe 
level. Then open the unit up and look 
for the source of the problem. 
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Assuming all is well, press the Test 
On/Off button to terminate the test. 
You can now do a high-voltage test. 
The procedure is similar to before, 
except you want to do an Iggy(BV) test. 
So when you get to this stage: 

Device to Test: 4 

1:Diode/Zenery 
press enter twice and start the test. 

Carefully measure the voltage across 
the A and K terminals again. It should be 
several hundred volts and it will rise to 
close to 600V after a number of seconds. 
Now press the Test On/Off button again 
to terminate the test while monitoring the 
voltage between the A and K terminals. 
It should immediately fall to just a few 
volts when the test is terminated. 

Ifit remains high and only decreases 
slowly, the crowbar has failed to oper- 
ate and you will need to wait for the 
capacitors to discharge before opening 
the unit up and checking for faults. 

If the crowbar is not working (eg, if 
it fails), a warning will be displayed on 
the LCD immediately after performing 
a high-voltage test. This indicates that 
there is still a high voltage present at 
the test socket. If you get this warning 
then you should open the unit up and 
repair the crowbar circuit. 


Using the SemTest 

The SemTest is used as follows: 

STEP 1: place DUT in ZIF socket and 
switch on. 

Press Menu Select. 

Use Up/Down buttons to select 
device type and press Enter. 
Use Up/Down buttons to select 
test and press Enter. 

For OPV tests, use right-hand 
knob to select test voltage. 
Press Test On/Off to start test 
(red LED on) and read result. 
STEP 7: Press Test On/Off again to fin- 
ish test (red LED out). 

check red LED is out and there 
is no high voltage warning on 
the LCD before removing DUT. 


Exercise caution when testing compo- 
nents for high-voltage breakdown. Up 
to 600V DC is present on the device 
leads during such tests, so be careful 
not to touch them! 

The biggest problem in using the 
SemTest is knowing the various lead 
configurations of the devices it can 
test. To that end, we have prepared a 


STEP 2: 
STEP 3: 


STEP 4: 
STEP 5: 


STEP 6; 


STEP 8: 
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This view inside the completed prototype shows how it all goes together. The 
two PCB assemblies are mounted in their respective case halves on spacers 
and joined together via the three IDC header cables. 


connections chart (see page 27) show- 
ing commonly used diodes, LEDs, BJTs, 
MOSFETs, SCRs and PUTs. It can be 
stuck on a wall or to the underside of 
the SemTest case for easy reference. 
For less common devices, you'll 
need to look up the connections in a 
data book or by downloading a data 
sheet from the manufacturer's website. 
Finally, here are a few tips to guide 
you when you're doing some of the 
more specific tests: 
¢ When reading the forward voltage 
drop Vy of a diode or LED, or the 
voltage drop Vax of an SCR when 
it's conducting, be aware that the 
accuracy of this measurement is not 
very high due to measuring circuit 
limitations. So if you need to make 
really accurate measurements of Vp 
or Vax, you'll need to use an exter- 
nal DMM with its leads connected 
across the device's ‘A’ and ‘K’ leads. 
Remember that during the same 
tests, it's OK to increase the device 
operating voltage to a higher setting 
in order to see the voltage drop at 
higher current levels. 
© When you want to measure the hg, 
ofa BJT, start on the setting with the 
lowest [pias level (ie, 20.A), because 
this is the setting with the highest hpz, 
range. Only swing down to one of the 


higher Ipjas settings if the hyg reading 
you get is very low (ie, below 300). 

This should only be necessary with 
medium-to-higher power devices, 
which often have their ‘peak’ hyg at 
higher currents. 


® When you want to measure the Ips 
vs Vos characteristic of a MOSFET 
to get an idea ofits transconductance 
or ‘gm’, start by selecting the highest 
device operating voltage which will 
not exceed the device's Vpg ratings. 
That’s because the Vgg bias voltage 
(adjusted via VR10) is derived from 
the actual device operating voltage, 
which inevitably tends to drop once 
the device begins to draw drain- 
source current (due to voltage drop 
in the current-limiting resistors). 

If you don’t set the switch for a 
reasonably high voltage to start with, 
you'll find that it won’t be possible 
to provide much Vgs once the device 
starts to conduct. 

Actually, although you need to set 
the operating voltage within the de- 
vice ratings when you start this test, 
it’s OK to increase the setting to 100V 
during the test itself, if you need to do 
so in order to achieve a higher Vgs. 

This won't cause any problems if 
you only increase the voltage setting 
once the device is conducting. EPE 
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EPE PIC PROJECTS4 


VOLUME 1 


MINI CD-ROM 


A plethora of 20 ‘hand-PICked’ PIC 


Projects from selected past issues of EPE 


Together with the PIC programming 


software for each project plus bonus articles 


The projects are: 


PIC-Based Ultrasonic Tape Measure 

You've got it taped if you PIC this ultrasonic distance 

measuring calculator 

EPE Mind PICkler 

Want seven ways to relax? Try our PIC-contralled mind machine! 

PIC MIDI Sustain Pedal 

Add sustain and glissando to your MIDI line-up with this 

inexpensive PIC-controlled effects unit 

PIC-based MIDI Handbells 

Ring out thy bells with merry tolling — plus a MIDI PIC-up, of 

course! 

EPE Mood PICker 

Oh for a good night's sleep! Insomniacs rejoice — your 

wakeful nights could soon be over with this mini-micro under 

the pillow! 

PIC Micro-Probe 

A hardware tool to help debug your PIC software 

PIC Video Cleaner 

Improving video viewing on poorly maintained TVs and VCRs 

PIC Graphics LCD Scope 5 

APIC and graphics LCD signal monitor for your workshop 

PIC to Printer Interface 

How to use dot-matrix printers as data loggers with PIC 

microcontrollers 

PIC Polywhatsit 

A novel compendium of musical effects to delight the creative 

musician 

PIC Magick Musick 

Conjure music from thin air at the mere untouching gesture of 
a fingertip 

PIC Mini-Enigma 

Share encrypted messages with your friends — true 
spymaster entertainment 

PIC Virus Zapper 

Can disease be cured electronically? Investigate this 
controversial subject for yourself 

PIC Controlled Intruder Alarm 

A sophisticated multi-zone intruder detection system that 
Offers a variety of monitoring facilities 

PIC Big-Digit Display 
Control the giant ex-British Rail platform clock 7-segment 
digits that are now available on the surplus market 

PIC Freezer Alarm 

How to prevent your food from defrosting unexpectedly 

PIC World Clock 

Graphically displays world map, calendar, clock and global 

time-zone data 

PICAXE Projects 

A3-part series using PICAXE devices —PIC microcontrollers that 
do not need specialist knowledge or programming equipment 
PIC-based Lad Fork and Metronome 

neta by at long last getting your instrument properly 
une 

Versatile PIC Flasher 

An attractive display to enhance your Christmas decorations 
or your child’s ceiling 


NOTE: The PDF files on this 

suitable to use on any PC with a CD-ROM 

drive. They require Adobe Acrobat Reader 
— included on the CD-ROM 


EPE PIC PROJECTS 
CD-ROM ORDER FORM 


Please send me .. (quantity) 
EPE PIC PROJECTS VOL 1 CD-ROM 


Price £14.75 each — includes postage to anywhere in 
the world. 


Name 


ts . Post Code ... 
1 I enclose cheque/PO,/bank draft to the value of £ 
1 please charge my Visa/Mastercard/Maestro  . 
Card No. . 


Card Security Code .... 
(The last 3 digits on or just under the signature strip) 


Valid From ... Expiry Date .. 


Maestro Issue No. “ iz ES 


SEND TO: 
Everyday Practical Electronics, 
Wimborne Publishing Ltd., 
113 Lynwood Drive, Merley, Wimborne, 
Dorset BH21 1UU. 

Tel: 01202 880299. Fax: 01202 843233. 
Email: orders@epemag.wimborne.co.uk 
Payments must be by card or in £ Sterling — cheque or 
bank draft drawn on a UK bank. 
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www.mikroe.com 


Every embedded developer knows at least one ( f these words: 
mikroC, mikroBasic, mikroPascal, Visual TFT, Visual GLCD, pai 
EasyPIC PRO, EasyPIC Fusion, EasyMx PRO, EasyAV 
_ mikromedia, click, MINI, mikroBUS, mikroProg, Libstock... 


How about you? 


Jump Start as 


Jump Start 


By Mike and Richard Tooley 


Design and build circuit projects 
dedicated to newcomers, or 
those following courses taught 
in schools and colleges. 


ELCOME to Jump Start — our series of seasonal 

‘design and build’ projects for newcomers, Jump 

Start is designed to provide you with a practical 
introduction to the design and realisation of a variety of 
simple, but useful, electronic circuits. The series has 
a seasonal flavour, and is based on simple, easy-build 
projects that will appeal to newcomers to electronics, as 
well as those following formal courses taught in schools 
and colleges. 

Each part uses the popular and powerful ‘Circuit Wizard’ 
software package as a design, simulation and printed circuit 
board layout tool. For a full introduction to Circuit Wizard, 
readers should look at our previous Teach-In series, which 
is now available in book form from Wimborne Publishing 


(see Direct Book Service pages in this issue). 
Each of our Jump Start circuits include the following 
features: 


© Under the hood = provides a little gentle theory to 
support the general principle/theory behind the circuit 


Egg Timer 


° Design notes - has a brief explanation of the circuit, 
how it works and reasons for the choice of components 


© Circuit Wizard - used for circuit diagrams and other 
artwork. To maximise compatibility, we have provided 
two different versions of the Circuit Wizard files; one 
for the education version and one for the standard 
version (as supplied by EPE). In addition, some parts 
will have additional files for download (for example, 
templates for laser cutting) 

© Get real - introduces you to some interesting and often 
quirky snippets of information that might just help you 


avoid some pitfalls 

© Take it further - provides you with suggestions for 
building the circuit and manufacturing a prototype. As 
well as basic construction information, we will provide 
you with ideas for realising your design and making it 
into a complete project 

® Photo Gallery - shows how we developed and built 
each of the projects. 


In this month's Jump Start and 
with Easter on the way, we shall be 
describing a simple Egg Timer that's 
ideal for an Easter present and just 
tight for cooking the perfect boiled egg 
for Easter breakfast! 


Under the hood 


Our Egg Timer circuit uses a single 
integrated circuit chip, which was 


designed specifically for a wide range 
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Lt ain't half hot .. 


of timing applications. As we've 
already seen, the 555 timer IC is an 

extremely versatile device. Not only is 

ita neat mixture of analogue and digital 

circuitry, but also its applications 

are virtually limitless in the world of 
basic pulse generation. The standard 
555 timer supplied in a standard 8-pin 
dual-in-line (DIL) package with the 
pinout details is shown in Fig.1. 

The standard 555 timer operates 
from supply rail voltages of between 
4.5V and 15V, and because this 
includes the normal range for TTL 
devices (5V + 5%) this chip can be 
used in conjunction with conventional 
transistor-transistor logic (TTL) 
circuitry. 
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Fig.1. Pin connections for the stan- 
dard 555 timer IC 


Fig.2 shows a standard 555 timer 
operating as a monostable pulse 
generator. The term ‘monostable’ refers 
to the fact that the output has only one 
stable state, and it will always return 
to this state after a period of time spent 
in the opposite state. The monostable 
timing period (ie, the time for which 
the output is high) is initiated by a 
falling-edge trigger pulse applied to 
the trigger input (pin 2). When this 
falling-edge trigger pulse is received 
and falls below one third of the supply 
voltage, the output at pin 3 goes high. 

The capacitor, C, then charges 
through the series resistor, R, until the 
voltage at the threshold input (pin 6) 
reaches two thirds of the supply voltage 
(Vcc). At this point, the output goes low, 
‘The device then remains in the inactive 
state until another falling trigger pulse 
is received. 

The output waveform produced by 
the circuit of Fig.2 is shown in Fig.3. 
The waveform has the following 
properties: 


Time for which output is high: 
Recommended trigger pulse width: 


t= 1.1CR 


‘on 


Where t,,, and t,, are in seconds, C is 


in farads and R is in ohms. 

The period of the 555 monostable 
output can be changed very easily by 
simply sletine the values of the timing 
resistor, R, and/or timing capacitor, C. 
Doubling the value of R will double 
the timing period. Similarly, doubling 
the value of C will double the timing 
period. 


Design notes 

Having briefly introduced the 
mathematics, let’s use it to calculate 
the range of values of C and R that we 
might need in our egg timer. Boiling an 
egg is not always as easy as it sounds 
and producing a perfect egg is all down 
to the timing. Most people like to 
have their eggs boiled for somewhere 
between 3.5 and 4.5 minutes. This 
produces an egg that has the white set 


Egg Timer 


Fig.2. The 555 timer IC in monostable configuration 


on the inside of the shell, but preserves 
a runny yolk in the centre. Other 
people prefer their eggs to be either 
‘soft boiled’ or ‘hard boiled’. 

A ‘soft boiled’ egg is produced in 
about three minutes, while a ‘hard 
boiled’ egg requires eight minutes, 
or more. These times also depend on 
the size of the egg: large eggs require 
a longer time than small eggs. All 
of this suggests that we might need 
our egg timer to work over a range 
that extends from as little as one 
minute (for those that like their eggs 
extremely soft.) to as much as 10 
minutes (for those that prefer their 
eggs really hard-boiled.). 

Let's start by considering the 
component values that we will need 
in our timer in order to produce 
the minimum and maximum time 
periods. We will start by taking 


another look at the equation that we 
met earlier: 


t= LICR 


To vary the ‘on’ time (ie, the period 
for which the output goes high) we 
could vary the value of capacitance, 
resistance or both, Variable capacitors 
are only available with very 
small values and they can be very 
expensive, so varying C isn’t really 
an option. Instead, we will select an 
appropriate value of capacitance and 
use a variable resistor (potentiometer) 
to change the value of resistance. 

Because we are dealing with quite 
long periods of time (at least in the 
context of electronics.) it's probably 
best to start with quite a large value of 
capacitance, so let's choose 470pF and 
see how things work out. 


Fig.3. Waveforms for monostable operation 


Jump Start 


Making R the subject of our equation 
gives: t 


‘on 
L1C 
and since we have chosen a value of 


470,F for C: 
t 


‘on ‘on 


1.1 x 470 x 10 


R= 


1.934 x t,, x 107 = 1.934 x t,kQ 


To obtain a time period of one minute 
we make t,,, = 60 seconds, so: 


R = 1.934 x 60 = 116kQ 


Rounding this down to the nearest 
preferred value gives us a value of 
100kQ. 


To obtain a time period of 10 minutes 
we make t,, = 600 seconds, so: 


R = 1.934 x 600 = 1.16MQ 


Rounding this down to the nearest 
convenient value gives us a value of 
1.1MQ, which can conveniently be 
made by connecting a 100kQ fixed 
resistor (the value that we require for 
the minimum time period) in series 
with a variable potentiometer (resistor) 
of 1MQ. This arrangement should give 
us an adjustable time period ranging 
from just less than a minute to a little 
less than 10 minutes. 

If you do the maths, the actual 
range of values are from 51.7 seconds 
to 9.5 minutes with a mid-position of 
4.3 minutes (the perfect time for an 
egg with a soft yolk, but firm white). 
It’s also worth noting that the usual 
range of values for capacitance 
and resistance in a 555 monostable 
timer are 470pF to 470uF and 1kQ 
to 3.3MQ respectively. Outside this 
range operation can be somewhat 
unpredictable! 

Finally, here’s another interesting 
fact. Due to the reduced air pressure, 
water boils at a lower temperature 
at high altitudes and this makes 
cooking a boiled egg progressively 
more difficult as the height increases 
above sea level. If you happen to live 
at the top of a 1,500m mountain, you 
will need to roughly double the time 
it takes to prepare your perfect eg; 
And, at over 2,750m it's best to stic! 
to scrambled eggs or omelettes simply 
because the water in your pan will 
boil and turn into steam long before 
your egg has been nicely cooked! 


Get real 

The complete circuit of the Egg Timer 
is shown in Fig.4. In order to initiate 
a timing cycle when the circuit is first 
switched ‘on’, C1 momentarily holds 
the potential at the trigger input (pin 


517 x 10° — 


Egg Timer 


Fig.4. Complete circuit of the egg timer 


2) low before rapidly charging through 
resistor R1, The monostable timin; 

period is determined by VR1, R2 an 

C2 (see Design notes). 

The output of the 555 timer from 
pin 3 is taken to a buzzer (BZ1), which 
sounds when the output voltage 
falls at the end of the monostable 
timing period. Red and green LEDs 


(light emitting diodes) (D2 and D1 
respectively) are used to indicate the 
output state. D1 is illuminated during 
the timing period and D2 becomes 
illuminated at the end of the period (at 
the same time as the buzzer sounds). 
This ensures that the egg timer 
produces a visual output as well as an 
audible output. 


Egg Timer - using Circuit Wizard 


OW we've looked at the theory 

behind the Egg Timer circuit, let's 
see it in operation. Enter the circuit 
using Circuit Wizard by dragging the 
appropriate components from the 
gallery on the right and connecting 
them up appropriately. Your finished 
circuit should be similar to that shown 
in Fig.4. 

Don’t forget to set the values of the 
components (either by right-clicking 
and selecting ‘Properties’ or double 
clicking). Once you have finished, 
simulate the circuit and check its 
operation. You may wish to turn the 
variable resistor (VR1) down to a 
minimum (see Fig.5) as you might 
become impatient waiting for the 
alarm to go off after setting the 
longest time. 


As we discussed in the theory R1 


section, the circuit relies on the 
555's trigger input momentarily 
being held high. Circuit Wizard 
‘misses’ this if you close switch 
SW1 when the simulation has 
already started. Therefore, you 
should close SW1 before pressing 


the play button to start the simulation 
and it should work nicely. 

Next, it’s worth experimenting 
with the different views to help you 
visualise the currents/voltages in the 
circuit, and gain an understanding of 
its operation. Placing a probe on pin 
6/7 of the 555 (Fig.6) allows you to 
see a graph of the voltage building as 
the capacitor charges (Fig.7). 

Try experimenting with the value of 
VR1 — for example setting this to your 
calculated value for a soft boiled egg 
and time the period of delay. Can you 


Fig.5. Changing the properties 
of a resistor 
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Fig.6. Placing a probe in the circuit 
get it to three minutes (180 seconds) 
exactly? 

Once youare happy with the operation 
of the circuit you are ready to proceed 
to creating your own PCB design. To 
start this process, click ‘Convert to PCB 
Layout’ from the toolbar (Fig.8). 
sh) as a 


cf Convert to PCB Layout 


Convert a circuit diagram into a 
printed circuit board (PCB) layout. 


Fig.8. Starting the ‘convert to printed 
circuit’ wizard 


As we discussed earlier in this 
series, Circuit Wizard’s automatic 
routing is a little limited and does 
stuigele to successfully convert all 
but the most simple circuits, although 
with a little help from us we can get 
some much better results from the 
software. In our experience, it is 
best not to let Circuit Wizard route 
the tracks straight away. Instead, 
select ‘Rats Nest; No Placement or 
Routing’ in the ‘convert to printed 
circuit’ wizard (Fig.9) and then 
arrange the components so that the 
nets (the green lines that show what 
connections must be made) are as 
neat as possible with as few crossed 
lines as possible. 

You may also wish to put certain 
components in a desirable position; 
for example power connections at the 
edge of a PCB. Once youare happy with 
the positions of the components then 
instruct Circuit Wizard to autoroute 
(PCB Layout Tools — Routing Options 


we explained the process 
in greater detail. 

Fig.12 shows our 
example PCB layout for 
the Egg Timer circuit. 
A copy of the artwork 
and = Circuit. Wizard 
file for this design is available on 
our website at www.tooley.co.uk/ 
epe. Fig.13 shows our example PCB 
design being simulated with off- 
board components (PP3 battery and 
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Fig.7. Graph showing how the capacitor voltage changes with time 
— Route All Nets...). 
Having made its job that 
much easier you should FoR eA ones Goa 
R2 see a better track layout layout and then click Next to continue. 
(see Fig.10 and Fig.11). : 
100K Of course, you can still erent tea 
add the tracks yourself in Single-Sided; Thin Tracks 
accordance with the net Double-Sided; Thin Tracks 
4 lines if you prefer. For Placement Only; No Routing 
of more help with the PCB 
conversions please refer 
6 to Teach-In 2011 where 


(Creates a rats nest without automatic 
component placement or track routing. 


~ Allow me to customize the PCB layout conversion 
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Fig.9. Selecting Circuit Wizard’s auto 
routing options 


SPST switch). Note that, as with 
simulating the circuit board, in order 


Fig.10 (above). ‘Rats 
nest’ with no routing 


Fig,11 (right). Com- 
ponents arranged 
before autorouting 
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You will need... 
Egg Timer 


1 PCB, code 896, available from the 
EPE PCB Service, size 66mm = 
66mm 

3 Two-way PCB mounting terminal 
blocks 

1 battery clip for a PP3 battery 

1 9V (PP3) battery 

1 8-pin low-profile DIL socket 

1 miniature buzzer, BZ1 (see text) 

1 SPDT miniature toggle switch (SW1) 

4 PCB mounting pillars 


Semiconductors 
1 555 timer (IC1) 
1 Green LED (D1) 


1 Red LED (D2) 
1 3.3V Zener diode (D3) 


Resistors 

1 10k (R1) 

1 100kQ (R2) 
2.3909 (R3 and R4) 


VR1 1MQ miniature skeleton preset 


Capacitors 


1 10uF 50V radial electrolytic (C1) 
1 470uF 25V radial electrolytic (C2) 


Fig.13. Example PCB being simulated with off-board 
components 


for the circuit to ‘start’ you should close SW1 before 
starting the simulation. 

The Photo Gallery shows our example PCB as a working 
product. Almost any low-cost 3V-to-9V DC sounder/ 
electronic ‘buzzer’ can be used with the circuit and should 
provide ample volume, even in a noisy environment. A 
simple egg-shaped stand was designed using a CAD package 
and cut from 3mm ply on a laser cutter. The dimensions 
of the PCB and mounting points were easily acquired by 
exporting the PCB design from Circuit Wizard (File — CAD/ 
CAM — Export DXF...) and importing it into CAD software. 

All of these additional design files are available on our 
website. The Photo Gallery also shows the various stages 
in developing and manufacturing our prototype Egg Timer. 


Fig.12 (left). PCB design example (from top to bottom) ‘Real 
World’ component layout and ‘Artwork’ viewed through 
the board. Final size is 66mm x 66mm 


Anote regarding Circuit 
Wizard versions: 


Gircuit Wizard is available in several vari- 
ants; Standard, Professional and Education 
(available to educational institutions only). 
Please note that the component library, vir- 
tual instruments and features available do 
differ for each variant, as do the licensing lim- 
itations. Therefore, you should check which 
is relevant to you before purchase. During 
the Jump Start series we aim to use circuits/ 
features of the software that are compat- 
ible with the latest versions of all variants 
of the software. However, we cannot guar- 
antee that all items will be operational with 
every variant/version. 


Jump Start Egg Timer 


y 
Photo gallery... 


The Gallery is intended to show readers some of the 
techniques that they can put to use inthe practical realisation 
of a design, such as PCB fabrication and laser cutting. This 
is very important in an educational context, where students 
are required to realise their own designs, ending up with a 


Drilling the printed circuit board 


Next month 
In next month’s Jump Start, we will 
describe the design and construction of a 


the featured circuits. 


finished project that demonstrates their competence, skills 
and understanding. The techniques that we have used are 
available in nearly every secondary school and college in 
the country, and we believe that our series will provide 
teachers with a tremendously useful resource! 


Importing the Circuit Wizard PCB design 
into a CAD package prior to manufacture 


Rear of the assembled 
printed circuit show- 

g neatly soldered 
joints 


Completed printed circuit 
with components 


Signal Injector that is ideal for circuit fault Front view of the completed 
finding. See you next month! Egg Timer 


Special thanks to Chichester College for the use of their facilities when preparing 
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A bright future 
Field Programmable Gate Arrays (FPGAs) aren't new, 
but these days they are evolving in surprising ways. 

In the not-so-distant past, integrated circuits had 
fixed functions. For example, the 7400-series TTL de- 
vices each contain a handful of logic gates or register 
elements, and designers used to connect a lot of these 
components together to implement their systems. 

Another type of component is a semiconductor mem- 
ory device. And we also have microprocessors (Ps) 
and microcontrollers (Cs). This latter case is interest- 
ing because we can change what they do by modifying 
the programs they are running, but the underlying de- 
vice itself is essentially nothing more than a complex 
state machine whose functionality is ‘frozen in silicon.’ 

In 1984, a company called Xilinx announced a new 
class of component, which they dubbed the FPGA (the 
first FPGAs didn’t actually become available until 1985). 
The idea was to have a device whose function can be 
configured ‘on-the-fly’ when its PCB is powered-up, 

The way I like to think about this is that the FPGA 
contains little ‘islands’ of programmable logic blocks in 
a ‘sea’ of programmable interconnects. Each programma- 
ble logic block contains a small amount of logic, includ- 
ing a lookup table (LUT), multiplexer, register (flip-flop), 
and so forth. The ways in which these logical elements 
function are determined by special ‘configuration cells.’ 

For the purposes of this column, we will consider 
SRAM-based FPGAs in which the configuration elements 
are implemented as SRAM cells. Using these configura- 
tion cells, we can specify the contents of the lookup table 
(which can be used to represent almost any combination 
of simple logical functions), the operation of the register 
(should it act as a flip-flop ora latch, is the clock positive- 
edge or negative-edge triggered), and so forth. 

Configuration cells are also used to determine how 
the outputs from one logic block are connected to the 
inputs of another. Also how the primary inputs and out- 
puts to the device are connected to other logic blocks. 


In comparison 
The first FPGAs were incredibly simple by today’s 
standards. They contained an array of 8 x 8 = 64 logic 
blocks, each containing only a 4-input lookup table, a 
multiplexer, and a register. These devices could be used 
to gather ‘glue logic’ functions together and to imple- 
ment simple state machines and control logic. By com- 
parison, today’s high-end FPGAs can contain hundreds 
of thousands of logic blocks, with 6-input, 7-input, or 
even 8-input lookup tables. This programmable fabric 
can be used to implement any logical function, includ- 
ing one or more soft microprocessor cores, if required 
In addition to the fundamental programmable fabric, 
today’s high-end FPGAs can contain blocks of SRAM, 
clock generators, phase-locked loops (PLLs), peripheral 
functions, and so forth. Some even contain hard-core mi- 
crocontrollers. Consider the Zynq-7000 All Programmable 
SoC (System-on-Chip) from Xilinx. It combines a full hard- 
core implementation of a dual ARM Cortex-A9 microcon- 
troller subsystem (running at up to 1GHz and including 
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By Max The Magnificent 


floating-point engines, 
on-chip cache, coun- 
ters, timers, etc.), cou- 
pled with a wide range 
of hard-core interface 
functions (SPI, FC, 
CAN, etc.), and a hard- 
core dynamic memory 
controller, all aug- 
mented with a large 
quantity of traditional 
programmable fabric, 
some programmable 
analogue functions, 
and a substantial num- 
ber of general-purpose 
input/output —(GPIO) 
pins. 

How much would 
you expect to pay for 
one of these beasts? 
Well, at the moment 
only the higher-end 
members of the fam- 
ily are available, but 
Xilinx say that in the 
not-to-distant future, 
smaller members of 
the family will cost 
around $15, 


Learning curve 


Let's return to simple | Fundemental \ 


FPGAs that contain | Program 4 
only fundamental | fobric (3-input 
programmable fabric | qr shown for 
and blocks of SRAM. simplicity) 


One reason these FP- 


GAs are of interest is 
that they can perform massive amounts of operations 
in parallel, which means they can dramatically outper- 
form traditional processors when it comes to things like 
digital signal processing. One of my friends is a micro- 
controller expert who builds robots as a hobby — he’s 
augmenting his microcontrollers with FPGAs. 

But how do you set about learning something like this? 
Well, my friend Jack Gassett, founder of the Gadget Fac- 
tory, has created a low-cost FPGA development platform 
called Papilio. Of particular interest is the fact that the 
FPGA on this board can be configured to look like an Ar- 
duino processor, on which you can run your existing Ar- 
duino programs (http:/bit.ly/Ly45X¢ and http://bit.ly/UP- 
GpRo to see some special Papilio offers). Another friend, 
Mike Field has written a free book on VHDL (one of the 
languages used to capture FPGA designs) that is targeted 
at the Papilio (http://bit.ly/ReDcFt to learn more). 

The bottom line is that, although it’s certainly tremen- 
dously useful to learn things like C/C++ programming and 
microcontrollers, it’s also going to become increasingly 
valuable to know things like VHDL and FPGAs. 
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l AST month, we added 50p- 
worth of electronics to our PIC 
processor circuit and gained an 

ultra-low-power real-time clock. A 

hievement in itself, but while 

the one second ticks live only inside 
the processor, it's not very useful. 

So this month, we look at mak- 
ing it a little more useful, And find a 
few problems with last month’s de- 
sign along the way. That’s how it goes 
when designing embedded systems — 
two steps forward, one step back! 


More on oscillators 

First, let's talk a little more about the 
processor clock modes, starting with 
different oscillator types and why 
we need such a wide selection. An 
oscillator is the source of our clock, 
providing the alternating on/off sig- 
nal that generates the heartbeat of the 
processor. 


170.20MHe 
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D- Internal RC Oscillator 


Time ticks by 


Clocks have a number of different 
uses: providing the basic sequencing 
of the instruction decoding and execu- 
tion, giving an accurate deterministic 
time reference and sequencing all the 
on-chip peripherals. Serial interfaces, 
analogue-to-digital conversion, USB 
— they all require a consistent clock 
to perform their functions. However, 
not necessarily all at the same fre- 
quency or the same accuracy. Those 
last points are significant, and we will 
explain how we can take advantage of 
them, and why, later in the article. 
Fig.1 shows the different sources of 
clock signals that can be used by many 
PIC processors, with all of them being 
applicable to our current choice, the 
PIC18F27J13. Although we show a sin- 
gle source per example it is possible to 
combine multiple source simultaneous- 
ly (so long as they don’t share pins — but 
sometimes even that can be overcome 


17020 MHz 


INTERNAL 
‘OSCILLATOR 


Fig.1. Different clock sources 


with an external multiplexer if your un- 
conventional design calls for it.) 

Example ‘A’ shows the common con- 
nection method using a standard quartz 
tal wired to the OSCI and OSCO 
In this configuration you can con- 
nect a crystal with a fundamental fre- 
quency in the range of approximately 
1MHz to 20MHz. The components that 
implement the actual oscillator circuit 
are within the processor itself, with the 
exception of two low-value capacitors 
required to provide the correct load ca- 
pacitance to the oscillator. 

The oscillator on these pins con- 
sumes a relatively large current, which 
adds significantly to the background 
current consumption of the circuit. A 
crystal-based oscillator takes a few mil- 
liseconds to startup and an accuracy of 
0.05% should be possible. 

Example ‘B’ is a variation on ‘A’, us- 
ing a ceramic resonator rather than a 


s2.700KHe 


C - Watch Crystal 


E - Extemal Clock Input 
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quartz crystal. Ceramic resonators are typically manufac- 
tured with the required load capacitors inside their pack- 
age, which helps minimise the circuit complexity. Ceramic 
resonators are cheaper too, but at the cost of less accuracy 
— about 0.5%, compared to 0.05% for crystals. 

A watch crystal, shown in circuit ‘C’ (as fitted in last 
month's article) requires a much lower oscillator drive 
level, which is why it connects to a different set of pins on 
the processor. This oscillator consumes significantly less 
power, as we saw. Watch crystals are still based on quartz 
crystals and so provide a high degree of accuracy. How- 
ever, oscillators based on watch crystals take a very long 
time to start up, up to several seconds. 

The simplest oscillator to use is the one that roquites t no 
external components at all; the ‘RC’ oscillator, as shown in 
‘D' in Fig.1. This on-chip circuit uses a resistor and capacitor 
on the processor die to determine the operational frequenc: 
As no external connections are required, the pins normally 
used for the oscillator (OSCI and OSCO) are now available 
for use as standard I/O pins —a useful bonus, if required. 

An RC oscillator is not as accurate as a crystal or ceramic 
one, but with on-chip voltage regulation and factory-based 
calibration, the PIC RC oscillator can achieve an accuracy of a 
few percent — quite adequate for many applications, and even 
serial interface control at lower baud rates (we have no prob- 
lem operating a UART at 19200 baud.) Power consumption 
is still higher than a watch crystal. What is more significant, 
however, is that an RC oscillator will start very quickly. There 
are actually two RC oscillators within the PIC18F27J13; one 
providing 31kHz, and one providing 8MHz. 

The final oscillator configuration shown in ‘E’ is one 
where no PIC oscillator is used; the clock is externally pro- 
vided on a single clock input pin CLKI. This signal can 
be provided by an external oscillator module (which are 
expensive and draw lots of power) or even the output from 
another PIC processor. If you design calls for multiple pro- 
cessors on a single PCB, this can save on cost. 

If your design requires a very accurate clock signal, then 
you could use a TCXO module — a temperature controlled 
crystal oscillator. Costing several pounds and upwards, 
these can provide a clock signal accurate to within a few 
parts per million over a very wide ambient temperature 
range. Not a typical hobbyist requirement! 

There is one other oscillator left to mention; the watch- 
dog timer. Like the RC oscillator, this is a completely on- 
chip circuit, with a single purpose — to reset the proces- 
sor if its control register is not written to periodically. It's 
very simple, with very limited configuration, and its only 
purpose is to recover the processor from ‘software lock- 
ups’ should a problem occur. Being completely on-chip, 
it runs even if the processor's main clock has stopped for 
some un-expected reason. Watchdog timers are a ‘last re- 
sort’ means of recovering a rogue program. We will cover 
their use in a later article, and ba they cannot be used for 
running the processor or peripherals, we will not mention 
them again in this article. 


Balancing the options 

It’s becoming clear that we have a number of different de- 
sign considerations to balance; start-up time, power con- 
sumption, accuracy, component count, I/O pins... all quite 
confusing. There are, however, some simple rules of thumb 
that can be applied, and a few standard configurations that 
you can play with. 

Do you want to run your design from batteries, and 
maintain a calendar clock? Then use a watch crystal, as 
we are at the moment, Not bothered about an accurate time 
source? Then just use the internal RC oscillator. 

Need to run a high speed asynchronous serial link, such 
as a fast UART or USB? Fit a standard crystal. 

What is more of a challenge is deciding how and when 
you use these clock sources. If you need your circuit to 
wake up from a low-power mode quickly, such as to re- 
spond to an external interrupt within a few milliseconds, 
then you will need to run from the RC oscillator rather than 
a crystal oscillator, as a crystal oscillator will take possibly 
tens of milliseconds to start operating. That, however, can 
be a problem if you then need to send the result of that 
interrupt over a high speed UART or USB link. 
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A solution to that conundrum is to use clock switching. 
When you are about to put the processor to sleep, ensure 
the RC oscillator is selected. When the processor wakes 
from sleep due to an interrupt, the processor will wake 
quickly: Once you have processed that interrupt, change 

e operational clock source to the external crystal — it will 
take a few tens of milliseconds to start up — during which 
you will continue to operate from the RC oscillator — but 
once it has started, the processor will switch to it, and you 
can now operate your fast serial interface. This kind of 
problem doesn’t arise very often (we've only used it once 
in thirty years) but it's nice to have the option. 


Timer reloading 

Let's get back to the ‘issues’ we had with last month’s real- 
time clock. It does work, and manages its power consump- 
tion very well, but it suffers from one serious drawback 
— it isn’t very accurate. This is not a fault of the hardware 
design or our choice of components; it’s to do with the 
way in which we manage the timer that is providing the 
one-second ‘tick’, The problem is shown in Listing 1, the 
original source code from last month. 

It looks quite straight forward — clear the interrupt flag, 
toggle the LED on a count of ten, reload Timer 1 with a 
one-second timeout value and return. The problem is that be- 
tween the time of the first interrupt occurring and the ‘movwf 
TMR1L instruction, a lot of time has elapsed. 

First, the processor has to re-start its main ‘RC’ oscillator, 
which can take a few hundred microseconds (remembering 
that the RC oscillator is turned off to conserve power). Then, 
the processor must branch to the interrupt vector, and finally 
seven (or sometimes ten) instructions have to be executed be- 
fore the one-second timer count is re-initialised. If you are 
only interested in this timer for generating delays, that is 
probably fine. If you are trying to maintain a real-time clock, 
with a few seconds accuracy over the course of months, it 
isn’t. The clock will run slow. 

Now you may be thinking ‘that’s ok, I'll just adjust the 
timer reload value.’ But don’t forget that some of the delays 
are variable — the startup time of the RC oscillator will be 
temperature dependant, and the interrupt routine does not 
take a fixed amount of time to execute — sometimes seven, 
sometimes ten instructions. We need a better solution. 


Compare mode 
As you might expect by now, the timer peripheral provides 
a solution to our problem. Two solutions in fact. Let's start 
with the easy one. 

Our original timer design relies on pre-loading the timer 
with a count of 32767. The timer is configured in 16-bit 
mode, so the maximum count is 65536; on the next count 
the timer rolls back to zero, generating our interrupt as 
it does. Our timer input clock is running at 32.768kHz 
(32768 counts per second) and thus the pre-load value of 
32767 means the interrupt will occur in 1s. 

If we simply avoid pre-loading the timer, then it will run 
continuously, generating an interrupt exactly once every 
two seconds, independent of whatever our software or RC 
oscillator is doing. Therefore, if your design can cope with 


Listing 1: Last month’s timer interrupt source code 


; Interrupt routine entry address - always 0x0008 
PIRI, TMRIIF 

3 only toggle the LED after 10 

dectsz delay 15 

goto int_exit 

comf LATB ¢ toggle all bits in PORTE 


moviw TOGGLE_LED TIME 
movwf delay is ; reset the i0s counter 


int_exit: 
Rovlw AIGH TMR1_COUNT_1S 
mow 


movlw L 
navet 
retfie 
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a real-time clock that updates once every two 
seconds rather than once a second, we have a 


Listing 2: A better real-time clock interrupt 


perfect solution. The code for this can be seen 
in Listing 2, and is available for download from 
the EPE website, under this month’s article. 

The second (and more elegant) solution is 
to make use of the PIC’s ‘Enhanced Capture 
Compare Peripheral’, or ECCP. Specifically, the 
‘compare’ part. This is a ‘Swiss army knife’ of 
a module, providing a variety of functions, but 
one of those functions has been designed to 
solve our particular problem. 

The peripheral contains a 16-bit register that 
can be automatically compared with the Timer 
1 count value. When the two match, Timer 1 is 
automatically reset back to zero, and the process 
continues. In a way, it is as though our Timer 
1 counter will now ‘roll over’ at 32768 rather 
than 65536, giving us back our one second tick. 
Again, without any intervention by software 
(once the peripHeral has been set up for use.) 

We would at this point normally show the 
source code for this better design, and explain 
its operation, We will not however, as there 
is an even better way to maintain a real-time 
clock on the PIC18F27J13 — using the dedicated 
‘Realtime Clock & Calendar Peripheral’ of course! 


Dedicated peripheral 

It should come as no surprise that Microchip 
have created a dedicated peripheral for this 
function, as maintaining a clock is a fairly com- 
mon use for a processor in an embedded proj- 
ect, and the on-chip hardware required to pro- 
vide it is rather simple. 

By removing completely the need for soft- 
ware to manage the periodic interrupt from the 
Timer 1 module, the RTCG peripheral reduces 
the current consumption of the processor even 
further. It also introduces some extra features 
(remember the Swiss army knife?) giving calen- 
dar translation, including leap year handling, 
alarm interrupt generation and, more impor- 
tantly, a calibration feature which allows you to 
compensate for minor errors in the frequency of 
the input clock. Again, all without the involve- 
ment by software after the initial setup. 

We will plumb in the RTCC module next 
month, when we look at the difficulties asso- 
ciated with adding an LCD display to a low 
power project, and present a solution — fi- 
nally providing a useful real-time clock, and 
presenting us with the personalised bedside 
alarm clock we have all been waiting for! 


<Pise27913.1HC> 


CONFIG WOTEH = OFF 


COMPIG x11 
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CONFIG TZ50 = OFF 


CONFIG Os 


SC = INTOSCRLL 


CONFIG CFOPLLEN = on 
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KATS AV transmission 
and IR control system 


tv 


www,laser.com 


Barix Ethernet based 
MP3, communications 
and contro! systems. 


Laser Business Ltd 
‘Tel: +44 (0) 20 84419788 
Fax: +44 (0) 20 8449 0430 
Email: rcom 

Integrators Installers Tee rs 308 


Everyday Practical Electronics, April 2013 


Coast 
Sorting out your bits and pieces? Check out our E-shop... 
...We offer components, modules, kits, Led lighting, musical 
stuff, Industrial, Contract design, device programming, 
‘short-range radio, scientific items ...and some really weird things! 


And if we don’t have what you need... let us know... 


‘we just might add it. 


‘COAST ELECTRONICS 
8 HOLWORTH CLOSE 
BOURNEMOUTH 
BHII 8PF 
‘Tel:01202 244309 


‘www.coastelect.co.uk 
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Ti: month, we have a question 
about op amp bandwidth posted 
on the EPE Chat Zone by bowden_p 


I wish to put a 200kHz sawtooth 
waveform through several stages of 
op amp processing with reasonable 
fidelity. The incoming amplitude is 
up to about 0.5V peak-to-peak at 
about 3:1 rise/fall ratio, and the op 
amp then applies up to x3 gain. What 
op amp gain-bandwidth product (GBP) 
would be needed for this task? 

I believe a sawtooth waveform has 
both even and odd harmonics, so if 
say the 6th harmonic is to be passed 
without much loss, 200kHz x 6 x 3 is 
the signal bandwidth = 3.6MHz. The 
op amp open-loop gain required to 
pass this without much loss would 
then be say, a minimum of 10, so the 
overall GBP comes to 36MHz! 

(The op amps would have feedback 
applied to limit gain to the required x3 
or less.) 

1, Is this a good estimate of the GBP 
required? 

2. How does this relate to the unity 
gain frequency often quoted in spec 
sheets? 

Is this true, or have I lost the plot 
somewhere? 

All comments would be welcome. 
My forte is not in analogue electronics, 
but Iam trying to understand this area 
more. 


We will look op amp frequency 
response and GBP in detail, but first 
it's best to quickly point out that the 
calculation in the question is not quite 
right. Assuming that six harmonics 
is sufficient, as stated, the required 
bandwidth is 200kHz x 6, which is 
1.2MHz. The stated gain is 3, so the 
implied GBP specification is 3.6MHz. 

GBP takes account of the relationship 
between open and closed-loop gain, soit 
is not necessary to make an assumption 
about open gain (as bowden_p did by 
multiplying by 10). However, there are 
devices which could meet — and beat 
— the 36MHz GBP requirement if this 
was really needed. 

To fully appreciate the GBP of op 
amps, we need to know about the 
frequency response of amps and why 
they have the response they do. This 
in turn is related to the use of op amps 
with feedback to form closed-loop 
circuits. 
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SURGERY 


CIRCUIT 


REGULAR CLINIC 


Op amp bandwidth 


Op amps are high-gain, direct- 
coupled amplifiers. The term ‘direct- 
coupled’ means that the op amp’s 
inputs and internal stages are connected 
directly, not via coupling capacitors; 
this enables op amps to amplify DC and 
very low frequency signals. 

The output ofan op amp, V,, without 
any additional external components is 
given by: 


Ve=Aveal VV.) 


where V, is voltage on the non- 
inverting ‘input, V, is the voltage on 
the inverting input (see Fig.1) and 

is the open loop voltage gain, whic 
is specified on a device's datasheet 
and is typically in the range 70dB to 
150dB. 


Fig.1. Open-loop op amp 
Feedback 
Opampsare usually used with negative 
feedback, often in the inverting or non- 
inverting amplifier configurations, as 
shown in Fig.2. Applying negative 
feedback subtracts a fraction f of the 
output from the input, so, for the non- 
inverting configuration, we get: 
Vou @Ayon Vim Pu) 
where V,,, is the circuit's output 
voltage and’ V,, is the circuit's input 
voltage. The gain with feedback 
(closed loop voltage gain, A,,,) in this 
configuration is, therefore: 
=V, 


out Vip Ayo 1+ Ayo) 


Ava 


BY IAN BELL 


This result is obtained by rearranging 
the first feedback equation to give V./ 
V, For high A,,,, (more for specifically 
BA,,, much larger than 1) the gain of the 
circuit may usually be approximated to 
Ay.7= 1/B. Note that the op amp gain does 
not change when we apply feedback — it 
is the gain of the whole circuit which is 
determined by the feedback. 

Applying negative feedback means 
the gain of the circuit is independent 
of the gain of the op amp, as long as. 
the ‘high A,,,’ assumption holds. This 
is very useful, because the gain of 
individual op amps of the same type can 
vary significantly due to manufacturing 
variations, and with temperature. 

However, the gain accuracy of 
circuits, such as those in Fig.2, is 
mainly dependent on the resistor 
tolerance. In a typical circuit a 
doubling or halving of op amp open 
loop gain will shift the circuit (closed- 
loop) gain by much less than the gain 
variation possible due to using 5% 
resistors. This is very useful because 
the op amp user does not have to 
worry about op amp gain variations. 


Instability 

Unfortunately, the application ofnegative 
feedback to an amplifier may result 
in instability (unwanted oscillations). 
This is very undesirable and we need 
an understanding of how it might occur 
and what op amp designers do to help 
prevent it. 

The output of an amplifier does not 
respond infinitely quickly to changes 
at its input, so any signal fed back from 
the output to the input will be offset in 
time with respect to the original input. 
Consider a simple case in which there is 
a fixed delay from input to output of the 
amplifier whatever the input signal does 
(things are usually more complicated 


Fig.2. Op amp amplifiers, 


(a) inverting, (b) non-inverting 
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than this). Say, for example, this delay 
was 0.11s. If the input frequency was 
100Hz then this time would be 0.001% 
of the signal's cycle time and could 
probably be considered insignificant. 

However, at 2.5MHz the 0.1p1s delay 
is a quarter of the signal’s cycle time of 
0.4ps. This would usually be expressed 
by saying that the amplifier had a phase 
shift of 90° at 2.5MHz (one complete 
cycle of the waveform is 360°). AtSMHz 
0.1ps is half the cycle time of the signal. 
This is a significant point because a 
phase shift of 180° is equivalent to 
multiplying the signal by -1. 

Consider the total phase shift through 
the amplifier and feedback network as 
we increase the input signal frequency 
— in line with the above argument it will 
tend to increase. Once the shift reaches 
180° we have effectively inverted our 
feedback signal — what was negative 
feedback has become positive feedback. 
Positive feedback is what you need to 
make an oscillator, so our amplifier may 
become unstable. 

Returning to the closed-loop gain 
equation from above: 


Aya=Avo/1+BAyo,) 


If the value of the term (1 + BA,,,) 
approaches zero then the value of A,., 
will tend towards infinity. That is, 
infinite closed-loop gain — this results 
in instability; specifically, the circuit 
oscillates. The condition for which (1 
+ BA,,,) = 0 is BA,,, = —1. The term 
BA,,., 18 referred to as the loop gain. 
Since A and f are phasor quantities 
(they have magnitude and phase shift) 
we get oscillation when the magnitude 
of BA is at least one (written | BA! >1) 
and the phase shift due to BA is +180°. 


Gain and phase margin 
Generally, the gain of an amplifier will 
decrease and the phase shift will increase 
as frequency increases. The question is - 
will the above conditions for instability 
occur as frequency increases? We can 
measure how close a circuit is to being 
unstable using the concept of gain 
margin and phase margin. 
1. As BA approaches 1 the phase shift 
must be less than 180°. The difference 
between the phase shift at this point 
and 180° is the ‘phase margin’. 
2. As the phase shift of BA approaches 
+180° the magnitude of #A must be less 
than 1. This difference can be expressed 
as the ‘gain margin’ (usually in dB). 
Gain margin and phase margin are 
illustrated in Fig.3, which shows 
the variation of magnitude (gain) of 
BA and phase shift of BA with signal 
frequency. Note that a gain of 1 is OdB, 
and that phase shift is negative because 
the output lags behind the input signal 
in time. Please note — all the frquency 
response graphs, except Fig.9, are 
sketches of general form, and are not 
accurate plots from measurement or 
simulation of particular circuits. 
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‘The larger the feedback fraction 8, the 
more ‘difficult’ it is to fulfil the gain and 
phase margin stability criteria because 
the loop gain is higher. Thus, a circuit 
could, for example, be stable with B=0.5 
but not with £=1.0. Some op amps are 
not stable in circuits below certain gains 
(eg, 5) and therefore cannot be used in 
unity-gain circuits (followers). It is easy 
to get caught out by this if you do not 
read the datasheet carefully! 


Fig.3. Variation of magnitude (gain) of 
BA and phase shift of BA with signal 
frequency, illustrating gain margin and 
phase margin 


The gain of op amps decreases as 
frequency increases. This decrease in 
gain with frequency is not arbitrary; 
it is part of the design of the op amp. 
Introducing circuitry to modify how 
gain and phase shift change with 
frequency in such a way as to ensure 
stability is known as compensation. 

Most op amps are fully compensated 
internally (so the user does not have 
to worry about it) but some require 
external compensation components. 
This typically allows the user a 
trade-off between bandwidth and the 
amount of feedback used. 


Poles and zeros 

The terms ‘pole’ and ‘zero’ often 
occur when amplifier compensation 
is discussed. Formal mathematical 
analysis of frequency dependent circuits 
uses complex numbers to represent 
signals and circuit responses (gain etc). 
Complex numbers are two-part numbers 
(the parts are called real and imaginary) 
and are required because signals and 
circuits must be characterised in terms 
of both amplitude and phase (a single 
value is insufficient). 

The terms pole and zero refer to 
what happens to the gain of a circuit at 
key points in its frequency response, 
as represented by complex numbers. 
At a pole, the complex gain becomes 
infinite, and at a zero it is (perhaps 
more obviously) zero. _ Infinite 
complex number gain does not mean 
a circuit will output trillions of volts 
with virtually no input — remember 
this is a mathematical representation, 
not what we measure directly on an 
oscilloscope. 


However, this is of practical 
importance because the measured 
frequency response may change 
significantly at frequencies relating to 
the complex pole and zero points. 

In general, above a pole frequency 
the gain will continue to drop by 20dB 
per decade (6dB per octave) more 
than at lower frequencies. Note that a 
decade is a 10-fold change in frequency 
and an octave is a halving or doubling 
of frequency. Fig.4 shows the typical 
frequency response characteristics of 
a circuit with a single pole. Note the 
phase shift tends towards -90° due to 
the pole (the pole adds -90° of phase 
shift). The graph uses a log frequency 
scale so decades will be evenly spaced 
on the frequency axis. 


Fig.4. Frequency response due to a single 
pole 


In general, above a zero’s frequency 
the gain will continue to increase by 
20dB per decade (6dB per octave) more 
than at lower frequencies (as frequency 
increases). Fig.5 shows the typical 
frequency response characteristics of 
a circuit with a single zero. The zero 
adds 90° of phase shift. 


GAIN INCREASING BY: 
2008 PER DECADE 


% _ LOGFREQUENGY, 


_ LOG FREQUENCY. 1 


Fig.5. Frequency response due to a single 
zero 


Circuit designers add poles and 
zeros to a circuit’s frequency response 
in order to optimise its characteristics, 
such as to improve stability. Fig.6 
shows what the frequency response 
of an op amp might look like without 
compensation. This (hypothetical) 
example has two poles at high 
frequencies, but the gain is still much 
larger than 1 by the time the phase 
shift gets to -180°. The circuit would 
be unstable with feedback. 


53 


Dominant pole compensation 

If we add a pole at a very low frequency 
to the circuit with the response shown 
in Fig.6, the gain will start falling off 
from this point and will be safely below 
1 once the contribution of the pre- 
existing high frequency poles push the 
phase shift to—180°, This low frequency 
pole completely dominates the overall 
frequency response, so this approach is 
called ‘dominant pole compensation.’ 


Fig.6. Frequency response of a hypo- 
thetical op amp with no compensation 
showing high frequency poles. This circuit 
would be unstable with negative feedback 


The frequency response of 
the op amp with dominant pole 
compensation is shown in Fig.7. Note 
there is now a healthy phase margin 
and circuits using negative feedback 
built with this op amp would be stable. 

This can be achieved by placing a 
negative feedback capacitor around one 
of the op amps internal gain stages. As 
frequency increases the reactance of 
the capacitor decreases, applying more 
feedback to the stage, reducing its gain, 
and hence the gain of the whole op amp. 

Fig.8 shows the frequency response 
ofatypical dominant pole compensated 
op amp for both open-loop and closed- 
loop conditions. The op amp has full 
gain at DC, but the point at which the 


==----._ ORIGINAL RESPONSE 
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‘ 
: 
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Fig.7. The response of the circuit from 
Fig.6 with dominant pole compensation 
added. This circuit would be stable with 
negative feedback 
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gain starts dropping (strictly defined 
as the —3dB point, the dominant pole 
frequency, f,) is often at a very low 
frequency, eg, 1Hz to 10Hz. Above f, 
the gain falls off at 20dB per decade. 

If we build a circuit using negative 
feedback, the closed-loop gain will 
typically be much lower than the 
open-loop gain. The circuit will have 
the required closed-loop gain, as set 
by the feedback resistors, as long as 
the open-loop gain is much larger 
than the closed-loop gain (6A,,,, much 
larger than 1, as discussed earlier). 

Thus, if we plot the closed-loop 
gain on the same graph as the open 
loop gain it will remain flat until it 
gets close to the falling open-loop gain 
curve (see Fig.8). After that point the 
closed loop gain will decrease along 
with the open-loop gain. 


| FREQUENCY 


CLOSED.LOOP_UNITY.GAIN 
BANDWIDTH 


OPEN.LOOP. | 
DOMINANT POLE 348 point 


Fig.8. Open and closed-loop frequency 
responses 


As the op amp’s gain extends from 
DC (its gain does not roll off at low 
frequencies as a capacitively coupled 
circuit would) the frequency at which 
the closed loop gain starts dropping off 
is equal to the circuit's bandwidth at 
that closed-loop gain. 

The lower the closed-loop gain, 
the higher the frequency at which 
the closed-loop frequency response 
intersects the open-loop response 
and starts decreasing. The closed- 
loop bandwidth is highest for 100% 
negative feedback, that is, unity 
closed-loop gain. This is the unity 
gain bandwidth of the op amp — the 
frequency at which the open-loop gain 
decreases to 1 (also shown on Fig. 8). 

If we multiply closed-loop gain by 
closed-loop bandwidth we get the gain 
bandwidth product (GBP). A feature of 
dominant pole compensated frequency 
responses is that the GBP is constant. 
Recall that the gain drops by 20dB per 
decade of frequency for this type of 
compensation. 
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Fig.9. Open-loop frequency response of 
the LT1002 op amp (from Linear Technol- 
ogy datasheet) 


A drop of 20dB isa factor of 10 decrease 
in gain, but this is for a factor of 10 
increase in frequency, thus the product 
of gain and frequency will be constant. 
This can be easily illustrated by means 
of an example. Fig.9 shows the response 
ofa typical op amp, this is a LT1002 from 
Linear Technology. It is a high precision, 
but not particularly fast device. 


Gain bandwidth product 
We can take a few points from Fig.9 
and work out the GBP. This is shown 
in Table 1. The product of gain and 
bandwidth is one million in each case, 
which is also the unity gain bandwidth 
of the LT1002 (1MHz) — which answers 
bowden_p’s second question — the GBP 
is equal to the unity gain bandwith. 

Based on the assumption that we have 
a dominant pole compensated op amp, 
bowden_p’s requirement for a GBP of 
3.6MHz implies an op amp with unity 
gain bandwidth of 3.6MHz. Clearly, the 
LT1002 is not suitable; however, there 
are plenty of higher frequency op amps 
that can meet this specification. 

Not all op amps use dominant pole 
compensation. Other compensation 
techniques are used to achieve improved 
performance in some op amp designs. 
There was some discussion of the 
Motorola MC33274 op amp on the EPE 
Chat Zone in response to bowden_p's 
post. It was also pointed out that its GBP 
did not fit the expected pattern. 

Consulting the datasheet quickly 
shows that this device uses dual- 
doublet frequency compensation rather 
than dominate pole, and, therefore, 
it should not be assumed that it has 
constant GBP or that the GBP equals 
the unity gain bandwidth. 


Table 1: GBP figures for the LT1002 op amp at various frequencies (using data 


from Fig.9) 
Gain/dB Closed Loop Bandwidth GBP 
80 100 1,000,000 
60 1,000 1,000,000 
40 10,000 1,000,000 
20 100,000 1,000,000 
0 1,000,000 1,000,000 
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By Robert Penfold 


ARLY home computers often 

had expansion ports that could 

supply a variety of voltages, 
which in some cases included a nega- 
tive one, and usually included at least 
one positive potential that was higher 
than the normal +5V logic supply. The 
maximum currents available were of- 
ten quite limited, but were adequate 
for many purposes. 

USB 1.1 ports are less accommodat- 
ing, with just a single +5V supply and 
a maximum available current of 0.5A. 
Higher currents are available from later 
versions such as USB 2.0, but a maxi- 
mum of only 0.1A can be drawn from 
some USB ports on passive hubs and 
battery-powered devices. 

Where an interface requires some- 
thing more than one or two watts of 
power, it is probably best to abandon 
the USB port's supply and settle for a 
custom mains supply unit. The same 
might also be true if the total power re- 
quired is not all that high, but a variety 
of positive and negative potentials are 
required. 


Ready-made 

In most cases though, any additional 
low-power supply rails can be derived 
from the USB port’s +5V supply using 
one or more DC-to-DC converters. Vari- 
ous ready-made DC-to-DC converters 
are available, and while I do not usually 
support the ready-made approach over 
the home-constructed alternative, an 
‘off the shelf’ DC-to-DC converter can 
have advantages. 

A ready-made converter can be very 
much cheaper where anything other 
than quite modest supply currents are 
involved. The components for home 
constructed alternatives can be difficult 
to track down, and expensive when you 
can find a source of supply. 

The situation is different when cur- 
rents of a few milliamps or less are in- 
volved, and a large step-up from the 
basic 5V supply is not required. This 
type of thing can usually be handled 
using relatively simple and inexpen- 
sive circuits that do not require any 
special inductors or transformers. 

Sometimes, a small negative supply 
potential with a maximum supply cur- 
rent of a milliamp or two is required. 
For example, some analogue-to-digital 
converters require a supply of this type 
for an internal operational amplifier 
(op amp). In a similar vein, some inter- 
face circuits require an operational am- 
plifier to provide output voltages right 
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Fig.1. A simple negative supply generator using a 555 oscillator and a rectifier circuit. 
Using Schottky diode rectifiers for D1 and D2 will give a slightly higher output voltage 


down to the OV rail. While there are a 
few op amps that can do this without 
the need for a negative supply, some 
loss of accuracy might be involved. 


Negative thoughts 

The more reliable method is to use 
a precision operational amplifier to- 
gether with a negative supply poten- 
tial. This type of thing does not really 
merit dual balanced supplies, since the 
op amp will not be required to produce 
negative output potentials. It just needs 
a sufficiently high negative supply volt- 
age to permit output potentials right 
down to OV to be produced accurately. 
This typically requires a negative sup- 
ply of about -3V or so. 

A simple way of producing a nega- 
tive supply is to use an oscillator driv- 
ing a rectifier and smoothing circuit, as 
shown in Fig.1. The oscillator is a sim- 
ple 555 astable circuit that produces a 
roughly squarewave output signal at 
pin 3 of IC1. The timing components 
are resistors R1, R2, and capacitor C2, 
and these set the operating frequency at 
a little under 7kHz. 

In this application, the exact fre- 
quency is unimportant, but a relatively 
high figure makes it easier to smooth 
the rectified DC signal. On the other 
hand, making the operating frequency 
too high can produce inefficiencies 
in the rectifier circuit. A frequency of 
anything in the region of 10kHz should 


give good results. C3 couples the out- 
put signal to a conventional rectifier 
and smoothing circuit (D1, D2, and C4). 

The negative output voltage from a 
circuit of this type will always be sig- 
nificantly less than the positive supply 
used to power the circuit. One reason 
for this is that the output voltage swing 
from the oscillator is likely to be slightly 
less than the supply voltage, and there is 
also the forward voltage drops through 
the diode rectifiers to take into account. 

It also has to be borne in mind that 
loading on the output will exacerbate 
these factors, and reduce the output 
voltage still further. With the output 
loaded by a few milliamps there will 
typically be about -3.5V at the output of 
the circuit. 

This can be boosted slightly by using 
Schottky rectifiers for D1 and D2, which 
have lower forward voltage drops than 
normal silicon rectifiers. However, the 
loaded output voltage from a circuit 
of this type is never likely to be much 
more than about ~4V. 

Although this circuit should work us- 
ing any 555 timer IC, some of the low- 
power versions lack the output drive 
capability of the standard device, and 
might not work as well. The circuit is 
shown as working from a +5V supply, 
but it will work with any supply poten- 
tial from +5V to +12V, and the negative 
output supply will always be a volt or so. 
less than the positive supply level. 


SS 


Positive thoughts 

Although most logic devices will oper- 
ate quite happily from a standard 5V 
logic supply, the same is not true of 
linear circuits. It may be possible to 
obtain the desired result using special 
operational amplifiers and other linear 
devices that will work from low supply 
voltages, but it is sometimes necessary 
to use a slightly higher supply poten- 
tial in order to get good results from 
the linear section of an interface. This 
might require a supply voltage that is 
much higher than the 5V logic type, 
but a small boost is often sufficient. 

A boost in voltage can be obtained us- 
ing a circuit that is essentially the same 
as the one for generating a negative po- 
tential, but with some changes to the 
smoothing and diode rectifier circuit 
(Fig.2). As before, an oscillator based on 
a 555 timer chip is used to generate a 
7kHz squarewave signal, and capacitor 
C3 couples this signal to a rectifier and 
smoothing circuit. 

However, in this case the rectifier cir- 
cuit produces a positive output voltage 
rather than a negative type, and this volt 
age is referenced to the +5V supply rather 
than the OV ground rail. Therefore, it ef 
fectively adds about 3.5V to the 5V sup- 
ply, giving an output that is about 8.5V 
positive of the OV rail. This circuit will 
work properly with supply voltages from 
5V to 12V, and it produces an output po- 
tential that is roughly equal to 1.5V less 
than double the supply potential. 


Fig.3. A basic charge pump circuit uses two capacitors and four electronic switches to 
generate a negative supply. C1 is the pump capacitor and C2 is the reservoir 
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Fig.2. This circuit uses a 555 oscillator and a rectifier circuit to give a boosted positive 
supply. As with the circuit of Fig.1, it is only suitable for supply currents of a few milliamps 


Pumping up 
There are chips specially designed for 
low-power DC-to-DC conversion, and 
these are generally more efficient than 
circuits that rely on an oscillator and a 
rectifier. Chips of this type use a different 
principle known as ‘charge pumping’. 
Fig.3 shows the basic way in which 
a charge pump circuit can generate a 
negative output potential that is equal 


to the positive input potential. There 
are two pairs of ‘electronic’ switches 
that have anti-phase control signals. 
When S1 and S2 are closed, S3 and S4 
are open, and vice versa. Also, there are 
two capacitors, which are the pump 
capacitor (C1) and the reservoir or 
smoothing capacitor (C2). 

Initially (Fig.3a), S1 and S2 are closed, 
connecting pump capacitor C1 to the in- 
put supply. S3 and S4 are open, leaving 
reservoir capacitor C2 unconnected. Of 
course, with C1 connected to the input 
supply it will rapidly charge to the sup- 
ply voltage. 

On the next phase of the control cy- 
cle (Fig.3b) S1 and S2 are opened, and 
the supply is disconnected from C1. 
Switches $3 and S4 are closed though, 
and C1 is connected to C2. Capacitor C1 
therefore transfers some of its charge to 
C2. This process continues on succes- 
sive clock cycles, with the charge on 
C1 being partially transferred to C2, and 
the potential on C2 being ‘pumped’ up 
to the full supply voltage. Provided the 
output current is kept at reasonable lev- 
els, the circuit will maintain this output 
level with a minimal amount of ripple 
on the output. 

An important point here is that the 
charge on C2 is negative relative to the 
OV supply rail, and that a negative out- 
put voltage equal to the positive supply 
voltage is produced, With some slight 
revamping it is possible to produce a 
charge pump that produces an output 
signal that is positive over the positive 
supply rail. In other words, the same 
basic scheme of things can be used to 
provide a voltage doubler. 


Less than perfect 

Although charge pump circuits are gen- 
erally more efficient than the oscillator 
and rectifier variety, they are still less 
than perfect in operation, and the nega- 
tive output voltage will always fall short 
of the positive supply potential. The 
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main reason for this is that the electronic 
switches, unlike their mechanical coun- 
terparts, have a significant resistance 
when in the ‘on’ state. This produces a 
voltage drop when a supply current is 
drawn, and the higher the load current, 
the lower the output voltage. The circuit 
for a negative supply generator, based 
on the ICL7660 chip, is shown in Fig.4. 
C2 is the reservoir capacitor and C3 is 
the pump capacitor, C1 helps to reduce 
high frequency noise and ripple on the 
negative output supply. 

This circuit is not restricted to 5V op- 
eration, it will work with supply volt- 
ages as low as 3V, and as high as 10V. 
The negative supply has a source resist- 
ance that is no more than 100 at room 
temperature, and is typically only about 
half that figure. 

This equates to a voltage drop of 
no more than 1V per 10mA of output 
current, and typically about 0.5V per 


circuit of Fig.2 provides a cheaper way 
of obtaining much the same result. It is 
worth noting that there are improved 
versions of the ICL7660 that provide 
much lower source resistances. The 
MAX660 for instance, has a typical 
source resistance of just 6.5Q, With a 5V. 
supply this equates to a typical output 
voltage of 4.35V with an output current 
of 0.1amps, and 4.935V with an output 
current of 10mA. 


Balancing act 

True voltage doubling is not within 
the repertoire of the ICL7660, but 
there are other charge pump chips 
that can do this and more. The 
MAX680 for example, can provide 
positive and negative voltage dou- 
bling to produce dual 10V supplies 
from a single +5V supply. The basic 
circuit for the MAX680 is shown in 
Fig.5. Capacitors C6 and C2 are the 


Fig.4. A simple charge pump circuit based on an ICL7660. It provides a -5V supply that 
has a maximum source resistance of 100 (typically 552) 


10mA drawn from the output. In a 
typical application with (say) an out- 
put current of 5mA, the output volt- 
age would be no less than —-4.5V, and 
would probably be about —4.75V. 

The ICL7660 can be used as a supply 
voltage doubler, but it does not seem to 
be capable of providing this action us- 
ing the charge pump system. The rele- 
vant application circuit in the data sheet 
seems to use it as an oscillator driving 
a rectifier and smoothing circuit. The 


reservoir capacitors for the positive 
and negative supplies respectively. 
Two pump capacitors are required, 
and these are C3 and C7. 

‘As one would probably expect, the 
source resistances of the two supplies 
are relatively high with a typical fig- 
ure of 150Q. With an output current of 
(say) 5mA drawn from each supply this 
typically gives dual 9.25V supplies, 
which is more than adequate for most 
op amps. 


© +5V In 


Fig.5. The MAX680 can provide dual 10V supplies from a single +5V source. The out- 
put voltage is typically +8.5V at the maximum recommended output current of 10mA 
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Need a small and 
cost-effective device? 


Look no further. 


PoKeys 


+ Smallest and worlds most flexible 
USB HID or ETHERNET I/O Interface 

+ Keyboard and joystick simulator 

(use) 

55 digital 1/0 (configurable) 

LCD and LED matrixes driver 

6 PWM outputs, 26 encoder inputs 

Support up to 10 12C, up to 27-Wire 

sensors, up to 7 analog sensors 

+ Expandable with PoNET 

+ Free software and web interface 
(ethernet) 


PoScope Mega1+ 


+ Smallest USB 2.0 portable 1MS/s 
oscilloscope 

+ Data acquisition of analog and digital 
signals 

+ Data recording 

« Export to CSV, XLS, PDF and HTML 

+ Simple usage of advaced features 

+ Examples for C++, VB, Delphi and 
LabView 

+ Free software and updates 
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electronic projects and components 


RKAT40 


tit 


Prototype PCB designed for 
use with Atmel MCUs 


. Designed for use with 40 pin Atmel 

. Large prototyping area with power rails 
. S08 breakouts and tactile switch I/Ps 

. Power supply circuit 

. Interface header for FT232 cable 

. ICSP and JTAG headers 

. Only £9.99 


Available now online from, 
www.rkonlinestore.co.uk 


A wide range of electronic projects are available 


SHERWOOD ELECTRONICS 


Buy 10 x £1 Special Packs and choose another one FREE 


15x Smm Red Leds 
12x 5m Green Leds 
12x Smm Yellow Leds 
20 x Smm 1 part Led clips 5 x Miniature slide switches 
15 x 3mm Red Leds 4 x W005 1 5A bridge rections 
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3 x Siandard sige switches 
10 x 220/25V radial elect caps 
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20x 1NOI4 diodes 
25 x 10/25V radial elect caps 
12x 10035V radial elect caps 
15 x 47/25V radal elect caps 
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20 x Mixed transistors 
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Technology 


WORLD’S FIRST 


USB 3.0 


From US8 por 


ALUMODELS INCLUDE PROBES, FULL SOFTWARE AND 5 YEAR WARRANTY. 
NALYZER, FULL SDK, ADVANCED TRIGGERS 
NN, LIN, RS232, IFC, FLEXRAY, SPI), MASI 
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WIN AN ATLAS LCR 
ANALYSER WORTH £79 


An Atlas LCR Passive Component Analyser, 
kindly donated by Peak Electronic Design 
Led, will be awarded to the author of 
the Letter Of The Month. The Atlas LCR 
automatically measures inductance from ImH 
to 10H, capacitance from IpF to 10,000/F 
and resistance from 1Q to 2MQ with a basic 
accuracy of 1%. www.peakelec.co.uk 


editorial@wimborne.co.uk 


READOUT 


Matt Pulzer addresses some of the general points 
readers have raised. Have you anything interesting to say? 


Drop us a line! 


a. 


Emaii 


All letters quoted here have previously been replied to directly 


w LETTER OF THE MONTH x 


Valves, punch cards and 
‘beetles’ 


Dear editor 

Further to Max’s comment: ‘young 
folk have it too easy these days’, 
I thought — being an ‘old folk’ — I 
would share some of my experiences 
from my 40+ years in the electronics 
and computing business. 

I started my working life in 1962 
as a junior research technician in the 
Geology & Mineralogy Department 
of Aberdeen University. Most things 
were still valve-driven in those days. 
We did a lot of X-ray analysis of rocks 
and minerals, which required a heap of 
subsequent calculations that were done 
initially by hand using a huge Friden 
electromechanical desk calculator full 
of gears and spinning dials, 

A Sharp electronic calculator, 
which was not a lot smaller, but 
was a lot lighter replaced this. It 
used Nixie tubes for its display 
and contained an awful lot of 
transistors. After this, we graduated 
to using the university mainframe, 
which was situated in a different 
part of town. 

Punch cards were loaded with the 
data (a very tedious process), and 
the stack of cards was sent off to the 
mainframe. Some time later, a sheaf 
of fanfold paper arrived back, either 
containing the results you were 
looking for, or a pile of waste paper. 
If it was the latter, the whole process 
had to be repeated. 

In 1970, I went to work for the 
British Aircraft Corporation (Guided 
Weapons Division) in Stevenage, 
Hertfordshire, where I spent 13 years 
in Electronics Design & Development. 

They had a digital mainframe 
computer and an analogue computer 
on site. The mainframe operated on 
the now familiar system of ‘punch 
cards in and lots of paper out’, while 
the analogue computer had rows and 
rows of pots and meters. 


Measuring semiconductor 
junction capacitances 


Dear editor 

I read your capacitance meter project 
in the January 2013 issue of EPE 
with interest — one observation I'd 
like to make is that like all digitally- 


60 


Pocket calculators appeared in the 
early 1970s, but were horrendously 
expensive. The engineering depart- 
ment asked all the engineers in the 
company if they would like to have 
one and offered, if the response 
was good enough, to bulk buy from 
Commodore one of their scientific 
models. We all got one for the sum of 
£35 each — equivalent to about £230 
in current money! Who would spend 
that much on a pocket calculator 
today? I still have that calculator, and 
it is in good working order. All I have 
had to replace are the rechargeable 
batteries. As an aside, years later, 
while working in Los “Angeles, 1 
worked alongside one of the guys 
who had worked for Rockwell on the 
design of the LSI chip used in the 
calculator. 

One of the company’s products had 
a digital computer, which was used for 
guidance calculations. It was housed 
in a large box with a great number of 
plug-in boards with a huge number 
of Texas Instruments 63 series logic 
devices. It was a fully functional digital 
computer with accumulators, an ALU, 
ADCs and DACs. 

All of the computer functions were 
realised using discrete logic devices, 
the most complex being a J-K flip- 
flop. These devices were contained 
in small packages with 14 or 16 legs 
and were known as ‘beetles’. They 
were not soldered to the boards — 
each leg was spot-welded! Program 
storage was via magnetic core 
memory and the whole thing was 
less powerful than one of today’s 
small PIC devices. 

The next great thing to arrive was 
a ‘Daisy Logician’, which was an 
‘Engineering Workstation’. I went on a 
weeklong course to learn how to drive 
it. It could simulate logic systems and 
was not at all user friendly. Designs 
and data were stored on eight-inch 
floppy disks (I think I still have one in 
my filing cabinet). 


based capacitance meters that feed 
a switching signal to a capacitor, 


the voltage across the capacitor 
is alternating between, typically, 
zero and 5V. This is unsuitable 


for measuring the capacitance of a 
semiconductor junction, which varies 
considerably with bias voltage. 


In 1977, our department acquired 
a Commodore PET, the only one in 
the whole company, and there was 
a long queue to use it. Things have 
certainly changed since then. 

My first encounter with a micro- 
processor was around 1978, when 
I met the Motorola MC6809. We 
couldn't use them in designs for 
manufacture, because they weren't 
suitable for use in the demanding 
environment of the products that we 
made, but they were used in the lab 
for various test setups. 

I built my first home computer 
using one of these. It had ik of 
static RAM and 8k of EPROM. I 
wrote an operating system for it in 
assembler, all hand-coded and hand- 
assembled on sheets of paper. It had 
a cassette interface for program 
storage and the I/O was by means 
of a teletype station. Doing it this 
way certainly gave you an insight 
into the microprocessor itself. When 
it was eventually replaced, it had 
a keyboard and a CRT display, 8k 
BASIC, 16k RAM and dual 5.25-inch 
floppy disks. 

The first microprocessor we used 
in a product was a Texas Instruments 
SPB9900, this was a strange beast 
using an FL process, but it could 
cope with the military temperature 
range and was radiation hardened. 
The development system for it filled 
a large air-conditioned office. The 
devices themselves were exceedingly 
expensive. 

When you look at what is 
available to anyone these days, I 
certainly agree with Max — ‘young 
folk’ certainly have it too easy these 
days! 


Tan King, Grimoldby, Louth 
Matt Pulzer replies: 


Fascinating stories Ian, thanks very 
much for sharing them with us. 


My own approach in developing 
a capacitance meter was to combine 
a sinewave oscillator with switched 
frequencies between 15.9Hz and 
15.9kHz, which was attenuated and 
buffered to give a 100mV rms signal. 
The capacitor under test is inserted 
between this output signal and a 
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current-sensing resistor to ground. The voltage across 
this sense resistor is amplified and buffered to drive a 
meter directly (for a stand-alone unit), or to be connected 
to another meter (in my case, this happens to be an old 
Avometer 8 set to measure 3V). 

Originally, the intention was to feed the capacitor into a 
virtual earth amplifier, but this approach gave considerable 
instabilities that were not solved. Using a sense resistor does 
limit the accuracy a little, but as the resistor impedance is 
low compared with the impedance of the capacitor, the 
effect on the reading is very small, typically only 1%. (Note 
that that the net impedance is the square root of the sum 
of the squares, which means that the higher impedance of 
the two dominates more than a simple linear combination 
would suggest.) 

Although 100mV is still rather high, peaking at 141mV, 
the meter gave comparable readings ‘to an Agilent LCR 
meter for a small-signal silicon transistor whose collector 
capacitance is around 5pF at zero DC bias. For more accurate 
readings, the voltage should be reduced to 10mV, but that 
would need greater amplification in the measurement stage. 

My unit has four frequency ranges and a range switch to 
alter the sense resistor for either 10kQ or 12. This gives a 
total of eight ranges, with full scales between 100pF and 
P. 


John Ellis, by email 
Matt Pulzer replies: 


Your measurement system sounds most impressive John. 
The project you refer to is limited to measuring ‘ordinary ca- 
pacitances’ associated with connectors, switches and other 
similar components. As you correctly point out, measuring 
the capacitance of a semiconductor junction is a more com- 
plicated undertaking 


Thank you! 


Dear editor 

Thank you, thank you, thank you for your excellent Guide 
To Soldering [by Alan Winstanley, available to readers at: 
www.epemag.wimborne.co.uk/solderfaq.htm]. I received 
my copy with a soldering iron kit that I ordered on the 
Internet. 

It seems that Alan alone on the planet has achieved what 
I thought never existed; a readable, intelligent and accurate 
set of instructions. He has obviously been the victim of 
awfully worded ‘directions for use’, just as I have. 

I'm 65, and poor instructions have been a life-long 
problem that I have been unable to do much to remedy. But 
he has risen above the crowd and should be awarded some 
kind of medal. 

It seems that most companies give the writing of 
instructions for their products to the last person to enter 
their businesses, probably a 16-year-old, who has no grasp 
of English, no sense of what ‘step-by-step’ means, and 
no interest in what they are doing - all backed up with 
management's general disinterest in customer service. 

I regularly hear complaints about flat-pack furniture 
instructions, seemingly written by someone whose first 
language is not English, causing immense frustration, but 
amazingly nobody does anything about it. 

"Thank you again and I hope Alan has many years of 
fruitful ‘instructions’ writing, 

Name supplied 


Matt Pulzer replies: 

We are delighted you found Alan’s guide so helpful. 
Naturally, we commend it to all our readers as not only an 
excellent introduction for those new to electronics, but also 
as a handy refresher for the more experienced 

Sourcing software 

Dear Editor 


I greatly enjoyed Part 1 of the Universal USB Data Logger 
article in the December issue of EPE. This is just the kind of 
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challenging construction project that we readers need, with 
many potential applications. 

However, I was disappointed to realise that EPE is not 
releasing the source code for the embedded Atmel micro 
used in the logger. Without that, we are reduced to being 
just ‘FoxCon’ constructors, and the educational value of the 
project is largely lost. It also means there’s no chance of 
improving or modifying this promising data logger concept 
at the informed-reader level — which could lead to valuable 
follow-on activity for the magazine and its audience. Most 
other popular electronics magazines I am familiar with, 
such as Elektor or Circuit Cellar, make a point of always 
providing the source code for their projects. 


Chris Morris, Vancouver, Canada, 
by email 
Matt Pulzer replies: 


Thank you for your letter and Iam pleased you enjoyed the 
Data Logger project. 

I quite understand your frustration over software. The 
project comes from our partner publication Silicon Chip in 
Australia, and we are obliged to follow their lead when it 
comes to projects - they did not release the software so we 


can’t. 
We did feel though that despite this drawback, the project 


is of sufficient interest (and use) to readers that we would 
stick with publication. Thanks again for your feedback 


IF YOU HAVE A SUBJECT YOU WISH TO 
DISCUSS IN READOUT 


PLEASE EMAIL US AT: 


editorial@wimborne.co.uk 


CRICKLEWOOD 
ELECTRONICS 


Established 1981 


Frustrated with your supplier? 
S trey Visit our component packed 
— ae. website for a vast range of 

parts - old and new, 
many unavailable elsewhere! 
www.cricklewoodelectronics.com 


1000’s OF PRICES REDUCED! 
Alternatively phone us on 


020 8452 0161 with your 
‘. requirements. 


—— 


‘Visit our Shop, Calll or Buy online at: 
F lelectronics.com 


020 8452 O16 lissiiesrsnay 
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EPE |S PLEASED TO BE ABLE TO OFFER YOU THESE 


ELECTRONICS CD-ROMS 
FLOWCODE 5S 


Complex electronic 
systems in minutes 


New features include: 

+ Ccode views and customisation 
+ Simulation improvements 

+ Search and replace 

+ New variable types 

+ Project auto-documentation 

+ Project explorer 

+ Bookmarks 

+ Improved chip interrupt features 
Compilation errors and warning 
nterrupts overhaul 


FLOWCODE S 


The FlowKit can be connected to hard- 
ware systems to provide a real time 
debug facility where it is possible to 
step through the Flowcode program on 
the PC and step through the program 
in the hardware at the same time. The 
FlowKit can be connected to your own 
hardware to provide In-Circuit Debug 
to your finished designs. 


PRICES Prices for each of the CD-ROMs above are: Flowcode 5 
(Order form on third page) PICMICRO/AVR/DSPIC/PIC24 & ARM Download only 
(UK and EU customers Hobbyist/Student £58.80 inc. VAT 
add VAT to ‘plus VAT’ Professional (Schools/HE/FE/Industry) . £199.00 plus VAT 
prices) Flowkit Be £64.90 plus VAT 


Please note: Due to popular demand, Flowcode PICmicro, AVR, DSPIC, PIC24 & ARM V5 are now available as a download. 
Please include your email address and a username (of your choice) on your order. A unique download code will then be emailed to you. 
If you require the CDROM as a back-up then please add an extra £14 to the above price. 
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PiCmicro TUTORIALS AND PROGRAMMING 


VERSION 3 PiCmicro MCU 
development board 


Suitable for use with the three softwai 
listed below. 


This flexible development board allows students to learn both 
how to program PiCmicro microcontrollers as well as program 


a range of 8, 18, 28 and 40-pin devices from 
18 series PiCmicro ranges. For experience 
all programming software is included in the 


comes with the development board. For those who want to 
learn, choose one or all of the packages below to use with the 


Development Board. 


© Makes it easier to develop PiCmicro projects 
# Supports low cost Flash-programmable PICm 


© Fully featured integrated displays — 16 individual LEDs, quad 
7-segment display and alphanumeric LCD display 

© Supports PiCmicro microcontrollers with A/D converters 

© Fully protected expansion bus for project work 


USB programmable 
© Can be powered by USB (no power supply re 


ASSEMBLY FOR PiCmicro 
v4 


(Formerly PiCtutor) 

Assembly for PlCmicro microcontrollers V3.0 
(previously known as PiCtutor) by John Becker 
contains a complete course in programming the 
PIC16F84 PiCmicro microcontroller from Arizona 
Microchip. It starts with fundamental concepts 
and extends up to complex programs including 
watchdog timers, interrupts and sleep modes. 

The CD makes use of the latest simulation 
techniques which provide a superb tool for 
learning: the Virtual PICmicro microcontroller, this 
is a simulation tool that allows users to write and 
execute MPASM assembler code for the PIC16F84 
microcontroller on-screen. Using this you can 
actually see what happens inside the PlCmicro 
MCU as each instruction is executed, which 
enhances understanding. 

© Comprehensive instruction through 45 tutorial 
sections @ Includes Vlab, a Virtual PiCmicro 
microcontroller; a fully functioning simulator ¢ 
Tests, exercises and projects covering a wide 
range of PlCmicro MCU applications @ Includes 
MPLAB assembler @ Visual representation of 2 
PiCmicro showing architecture and functions ¢ 
Expert system for code entry helps first time users 
‘© Shows data flow and fetch execute cycle and has 
challenges (washing machine, lift, crossroads etc.) 
‘© Imports MPASM files. 


PRICES 


Prices for each of the CD-ROMs above are: 
(Order form on next page) 


(UK and EU customers add VAT to ‘plus VAT" prices) 
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HARDWARE 


we packages 


the 12, 16 and 
d programmers 
PPP utility that 


icro devices 


quired) 
SOFTWARE 
‘C’ FOR 16 Series PICmicro 
Version 4 


The C for PiCmicro microcontrollers CD-ROM is 
designed for students and professionals who need 
to learn how to program embedded microcontrollers 
in C. The CD-ROM contains a course as well as all 
the software tools needed to create Hex code for a 
wide range of PiCmicro devices — including a full 
C compiler for a wide range of PiCmicro devices. 

Although the course focuses on the use of the 
PiCmicro microcontrollers, this CD-ROM. will 
provide a good grounding in C programming for 
any microcontroller. 

© Complete course in C as well as C 
programming for PlCmicto microcontrollers @ 
Highly interactive course @ Virtual C PICmicro 
improves understanding @ Includes a C compiler 
for a wide range of PICmicro devices @ Includes 
full Integrated Development Environment @ 


Includes MPLAB software @ Compatible with most 
PiCmicro programmers @ Includes a compiler for 
all the PICmicro devices. 


IMUM 's\ 
items: Pentium PC running, 2000, ME 
XP; CD-ROM drive; 64MB RAM; 10MB 


n XP or later 
operating systems 


will run 


Hobbyist/Student 


Professional (Schools/HE/FE/Industry) . 
Professional 10 user (Network Licence) 


Site Licence 


Flowcode Site Licence 


Flowcode Professional (Schools/HE/FE/Industry) . 
Flowcode 10 user (Network Licence). 


This board is being upgraded, therefore, it is 
currently unavailable. 


£161 including VAT and postage, supplied 
with USB cable and programming software 


FLOWCODE FOR PiCmicro 
V5 (see opposite page) 
Flowcade is a very high level language programming 
system based on flowcharts. Flowcode allows you to 
design and simulate complex systems in a matter of 
minutes. A powerful language that uses macros to 
facilitate the control of devices like 7-segment displays, 
motor controllers and LCDs, The use of macros allows 
you to control these devices without getting bogged 
down in understanding the programming. When used 
in conjunction with the Version 3 development board 
this provides a seamless solution that allows you to 

program chips in minutes. 

@ Requires no programming experience 

@ Allows complex PiCmicro applications to be 
designed quickly 

@ Uses international standard flow chart symbols 

© Full on-screen simulation allows debugging and 
speeds up the development process. 

© Facilitates learning via a full 
demonstration tutorials 

@ Produces ASM code for a range of 18, 28 and 
40-pin devices 

© 16-bit arithmetic strings and string manipulation 

@ Pulse width modulation 

@ 120. 


Features include panel creator, in circuit debug, 
virtual networks, C code customisation, floating 
point and new components. The Hobbyist/Student 
version is limited to 4K of code (8K on 18F devices) 


suite of 


-£58.80 inc VAT 
plus VAT 
plus VAT 
plus VAT 
plus VAT 
plus VAT 
plus VAT 
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CIRCUIT WIZARD 


Circuit Wizard is a revolutionary new software system that 
combines circuit design, PCB design, simulation and CAD/ 
CAM manufacture in one complete package. 


Two versions are available, Standard or Professional. 


By integrating the entire design process, Circuit Wizard provides you with all the tools necessary to 
produce an electronics project from start to finish — even including on-screen testing of the PCB prior 


to construction! 


* Circuit diagram design with component library (500 components 


Standard, 1500 components Professional) 
* Virtual instruments (4 Standard, 7 Professional) 


%* On-screen animation 

»* Interactive circuit diagram simulation 
* True analogue/digital simulation 

%* Simulation of component destruction 
%* PCB Layout 

* Interactive PCB layout simulation 

%* Automatic PCB routing 

»* Gerber export 


EPE PIC 
RESOURCES V2 


Version 2 includes 

the EPE PIC 

Tutorial V2 series of 

‘Supplements. 

(EPE April, May, 

June 2003) 

The CD-ROM con- 

tains the following 

Tutorial-related 

‘software and texts: 

© EPE PIC Tutorial V2 complete series of 
articles plus demonstration software, 
John Becker, April, May, June '03 

@ PIC Toolkit Mk3 (TK3 hardware 
construction details), John Becker, 
Oct 01 

© PIC Toolkit TK3 for Windows 
(software details), John Becker, 
Nov 01 

Plus 18 useful texts to help YOU get 

the most out of your PIC programming. 

Price £14.75 inc. VAT 


ELECTRONIC 
COMPONENTS PHOTOS 


* Multi-level zoom (25% to 1000%) 
* Multiple undo and redo 

* Copy and paste to other software 
* Multiple document support 


This software can be used with the Jump Start and Teach-In 2011 series 
(and the Teach-in 4 book). 


Standard £61.25 inc. VAT 
Professional £91.90 inc. VAT 


A high quality 

selection of over | 
200 ipg images [ 

of electronic | ual 
components. Peg * 

This selection of 

high resolution J 

photos can be [em r 
Used to enhance 


projects and presentations or to help with 
training and educational material. They 
are royalty free for use in commercial or 
personal printed projects, and can also 
be used royalty free in books, catalogues, 
magazine articles as well as worldwide 
web pages (subject to restrictions - see 
licence for full details). 

‘Now contains Irfan View image software 
for Windows, with quick-start notes 


quirements for 
space. Window 


eeeeee . included. 

' Please send me: CD-ROM ORDER FORM e| a price L10. OS VeVAT 

1 Cl Assembly for PICmicro V4 - Er) ' 

1 One foresee sioro V3 (DOWNLOAD CDROM) . 

. lowct for micro + . " ' 

1 Gl Flowcode for PICmicro V5 (DOWNLOAD ONLY) eae rested: ‘ 1 

« Cl Flowcode for AVR V5 (DOWNLOAD + CDROM) ao Pr toes +) om 1 ORDERING 

1 Cl Flowcode for AVR V5 (DOWNLOAD ONLY) rofessions: 1 

1 Cl Flowcode for ARM V5 (DOWNLOAD + CDROM) O Professional 10 user A ALL PRICES INCLUDE UK 

1 Cl Flowcode for ARM V5 {DOWNLOAD ONLY) O Site licence 1. POSTAGE 

1 Cl Flowcode for dsPIC V5 (DOWNLOAD + CDROM) 1 

1 Cl Flowcode for dsPIC V5 (DOWNLOAD ONLY) 1 

«Cl Flowcode for PIC24 V5 (DOWNLOAD + CDROM) ' 

« C Flowcode for PIC24 V5 (DOWNLOAD ONLY) ' 

1 Co Flowkit 1 

1 1 

® — ' 

' ' 

' sewienieninayeinay ' 

1 ‘The software on each version is the same, only the licence for use varies. 1 

Ce eT tee ee es 2 

1 CO PiCmicro Development Board V4 (hardware) — currently unavailable. ' Professional, Multiple User and Site License 
1 Versions — overseas readers add £5 1o the basic 
" C Circuit Wizard — Standard 1 price of each order for airmail postage (do not 
* C Circuit Wizard — Professional * add VAT unless you live in an EU (European 
" Cl EPE PIC Resources V2 + Union) country, then add VAT at 20% or provide 
| C Electronic Components Photos | your official VAT registration number). 

: H ‘Send your order to: 

1 1 Direct Book Service 

1 1 Wimborne Publishing Ltd 

1 1 113 Lynwood Drive, Merley, Wimborne, 
‘ ' Dorset BH21 1UU 

# » To order by phone ring 

1 C1 lenclose cheque/PO in £ sterling payable to WIMBORNE PUBLISHING LTD for£....... - © 91202 880299. Fax: 01202 843233 
{ G Please charge my Visa/Mastercard/Maestro:£.......... : "Goods are normally sent within seven days 

1 Valid From: Card expiry date: A ' E-mail: orders@wimborne.co.uk 

8 Card NOicssseeseenececsoaninenevees . Maestro Issue No. ......... : Online shop: 

1 Card Security Code . [The last 3 digs on or just under the signature strip) 5 www.epemag.com 
niece siti . 
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YouView, iPlayer ol 


with the Humax HDR-Fox T2 digital TV box, a twin- 

tuner Freeview high-definition hard disk recorder 
with networking built in that allows users to access several 
online services, including BBC iPlayer and Youtube on TV. 
Over Ethernet or Wi-Fi, it can also access media stored on 
a local network server, such as the Synology DS211J sat on 
my desk. As an HD Freeview recorder upgrade for an older 
analogue TY, it’s a great choice. 

There was a time when all TV viewing had to be planned 
a week in advance, laboriously setting the VCR (if you were 
lucky enough to own one) to tape any programmes that 
clashed with your viewing schedule. Life rotated around a 
pile of VHS tape cassettes and recordings were often wrongly 
programmed due to the complexities of VCRs. Today 
with both Britain’s mainstream TV and satellite channels 
broadcasting on the Internet as well, TV programmes from 
the last seven days or more can be ‘caught up’ by viewing 
them online on a variety of devices or games consoles. 
Videos can also be downloaded on demand thanks to Netflix 
or Sky Movies. 

Recently, my Humax TV portal services — the recorder’s 
front-end that connects to a network silently updated itself 
with an array of ‘apps’. I found that I could play around a 
little by logging into www.myHumax.net on a PC and tying 
my Humax recorder to a personal web page. However, the 
paltry choice of compatible online services was unchanged, 
including Teletext Holidays, Flickr and Google Picasa photo 
sharing. If I'd hoped to (at 
last) watch non-BBC 
channels online, I'd 
be disappointed 
as there was still 
no sign of the 
promised access 
to catch-up TV or 
Sky Player. 

Apps forthe 
predictable Twitter 
and Facebook 
social sites recently appeared in my Humax web page, but could 
not be added to the Humax set-top box — and without a decent 
keyboard would probably be unrewarding to use anyway. 
The clunky website also alludes to TV programme guides and 
scheduling recordings on one’s designated device, hinting of 
being able to set up a recording remotely in the future. 


Rene readers will know of my earlier affinity 


YouView 

If you are in the market for viewing catch-up TV or video 
on demand, without using a personal computer, then some 
interesting hardware choices are available. Humax has been 
active in the launch of YouView (www.youview.com), a joint 
venture between broadband suppliers and TV broadcasters 
that offers video-on-demand TV and catch-up TV over the 
Internet. YouView boxes can be bought as part of a broadband 
package or purchased outright. For example, the Humax 
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The Humax DTR-T1010 is a new style YouView hard disk recorder for accessing 
on-demand and catch-up TV. Connection is via Ethernet cable only 


DTR-T1000 YouView Digital TV Recorder is based on the now 
familiar HDR-Fox T2 styling and is readily available online. 

It’s important to note that it is not Wi-Fi compatible though, 
so connection to the router by Ethernet cable or Homeplug- 
type devices is necessary. Reviews are somewhat mixed, 
perhaps because in principle home networking is not 100% 
reliable (see later!). At the time of writing, revised models from 
Humax are in the pipeline, so watch out for the DTR-T1010 
with new styling and a 1TB disk. Information on the new 
model is scarce, but there is no mention of Wi-Fi connectivity 
again. A new YouView app for iPhones points towards 
scheduling recordings on a Humax while you're on the go. 

Alternatively, consider a ‘Smart TV’ with Wi-Fi Internet 
connectivity built in. The choice is more bewildering than 
ever, but Samsung’s Smart TV range from www.samsung. 
com/uk/consumer/tv-audio-video/elevision/viewall stands 
out. Samsung's range of apps include Netflix, Lovefilm, 
Skype, Twitter and more; a Bluetooth keyboard and Skype 
camera are sold separately. Other makes to check out include 
Panasonic’s SmartVIERA Internet-connected TV and Sony’s 
Internet TV. 

With such an exciting range of home networking equipment 
becoming readily available, there’s never been a better time to 
consider upgrading your home entertainment system to take 
advantage of the latest in Internet-delivered entertainment. 


More Wi-Fi woes 
At the end of last year I added another desktop PC to my 
home network and, because 
Ethernet cable was not an 
option, I naturally 
chose wireless 
networking instead. 

So 1 dropped in a 

54g PCI wireless 

adapter from my 
box of bits, with a 
Wi-Fi antenna on 
a heavy metal base 
extending to the desk 
for better reception. Thanks to a plug-in Billion 3100SN Access 
Point (AP) intended to extend coverage around the property, 
wireless access was fine enough to start with. However, I found 
that the PC would disconnect from my Wi-Fi intermittently, 
creating one of those exasperating networking problems that 
escalated out of all proportion, and (worse) producing murmurs 
of discontent from the household as well! 

Various adapter drivers were downloaded without 
improvement, including the final version from the maker's 
website. Annoyingly, it’s sometimes necessary to remove 
the wireless card from the PC again to check its type or 
hardware version; a useful tip is to note down the MAC 
addresses of all such wireless gear in a Word file (or in 
Microsoft One Note) for future reference or network Wi-Fi 
troubleshooting. It’s now the first thing I do when I open 
the box. 
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Bottom, a classic PCI wireless -g Wi-Fi card, top; a faster PCl-e 
802.11n MIMO card with twin antennae. Note the different PCB 
edge contact patterns. 


Wild goose chase 

I find that Windows usually does a decent job of managing 
wirelessnetwork connectivity. Ifproblemsare found (continuous 
disconnections, failing to connect, intermittent dropping out) 
then you can try installing the wireless adaptor’s own software, 
and disable Windows’ control of it to see if that makes a 
difference. Some software applets are clunky and intrusive, 
but may work better than Windows’ own drivers — it's worth 
a try. Check websites for later drivers too, and as a last resort it 
might be worth trying the adapter chipset manufacturer's driver 
(if known) as well. Free InSS[Der software from MetaGeek is 
also invaluable for monitoring local wireless activity. 

Apart from a PCI card, a legacy USB 54g dongle was also 
tried without much success, which involved a further wild 
goose chase online in search of drivers. I gave up after several 
hours: regardless of what wireless adaptor was used, the PC 
would disconnect sporadically, but further tests showed that 
it had taken to disconnecting after exactly an hour. 

Wireless adaptors may have a power-saving function that 
disconnects them periodically, which can cause network 
outages. To disable this feature, go to Windows Device 
Manager and expand the Network Adaptors menu. Right- 
click on the wireless adaptor’s name and Advanced Settings 
will usually contain a Power Saving entry, or sometimes there 
may be a separate power management tab where power saving 
can be disabled. Unfortunately, despite the promising-looking 
implications, disabling power in my case made no difference 
to the intermittent connectivity. 

As a final resort, a new 802.11n wireless card with twin 
MIMO antennae was installed in the PC’s only available 
PCL-e slot. The high-speed card started up straight away and 
reception proved excellent, but annoyingly wireless access 
still dropped after an hour, In any event, a new 802.11n card 
may be a worthwhile upgrade for many wireless PCs working 
with modern routers, providing a spare slot is available. PCI-e 
adapters are cheap (typically £15) and apart from being faster 
and more sensitive, may be compatible with later wireless 
security standards than many legacy devices. It is simple to 
upgrade and PCI-e slots are very small in comparison with 
PCT slots, see photos. 


Faultfinding 


Like faultfinding one’s latest electronic project, debugging 
network problems starts by trying to reproduce the fault 
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consistently, checking one factor at a time and eliminating 
possible causes methodically. I had already eliminated the 
wireless adaptor as the cause. As mentioned earlier, it was 
noted that the drop-out occurred after one hour, or 3600 
seconds after powering up the PC — which is exactly the 
default period for Group Key Renewal set in the router and 
the range extender. Disappointingly, increasing that period 
in the router to 24 hours made no difference, and the range 
extender’s value could not be increased beyond a few hours 
anyway. 

I then noticed that when I turned the Billion Bipac 3100SN 
off, the troublesome PC connected straight away to the router 
instead, without interruption! To confirm this, | wanted to 
ping the router from the PC — in Windows, go Start/Run.../ 
cmd then type ping [the router's IP address]. Then, powering 
up the range extender again caused the connection to drop 
immediately, and there it stayed, with the moribund PC 
stuck trying to acquire a network IP address. Even an IP radio 
behaved the same way. 

With this clue I could then focus on the fact that IP 
addresses were not being issued to clients on the wireless 
network. That job is usually handled by the router if Dynamic 
Host Configuration Protocol (DHCP) is enabled, otherwise 
fixed IP addresses must be configured manually (when those 
individual MAC addresses are also keyed in). 

There was no evidence of any wireless failure or wireless 
restart in the Billion 7800N router's system log, so attention 
turned to the Bipac 3100SN access point instead. This had 
been configured as a simple plug-in wireless repeater in ‘lazy 
mode’ to improve Wi-Fi coverage around the property (see 
December 2012 Net Work), in other words, offering another 
access point (AP) through which my Wi-Fi devices could 
connect to the router, My wireless network was using the 
Wireless Distribution System (WDS) feature to connect 
to the router, but it seems that WDS has its fair share of 
compatibility problems, even within the same brand. An 
alternative method involves using ‘Access Point Client’ 
mode to connect to the router in non-WDS mode, as Billion 
explains on http:/Ainyurl.com/eszmpp9. 

The 3100SN setup is accessed using an Ethernet cable with 
(say) a spare laptop (remembering to set a temporary fixed 
IP address in the laptop). First, the Wireless Distribution 
System was disabled and the device was changed to AP- 
mode instead of wireless repeater. Then my router was 
selected from the list of wireless ss points detected by 
the 3100SN, and the router's security details were keyed 
in to complete the connection. At the same time, the AP 
was given its own SSID (Service Set ID or network name) 
different from the router’s SSID. This would allow me to 
select either the 3100SN access point or the router, which 
would help compare results by hooking the PC to different 
wireless networks if I wanted to. 

After changing the setup this way, the wireless PC could 
now see two wireless SSIDs to connect to: the router and the 
wireless AP. Recall that previously the stubborn PC could 
not acquire an IP address when the 3100SN was powered 
up, but now it connected straight away to the wireless AP. 
I could also see and connect to the router's much weaker 
signal. If I wanted to, I could alter the 3100SN SSID back 
again to match the router’s and obtain a seamless-looking 
Wi-Fi coverage around the property. 

With the PC now able to acquire an IP address and connect to 
the net successfully, the PC was allowed to run continuously, 
but over many sessions, sure enough, its wireless connectivity 
would drop after a lengthy period — which is exactly where I 
came in. It’s necessary to ‘repair’ the connection manually, but 
a simpler way was simply to hook to the router instead and 
forget all about it. For my purposes it seems that the non-WDS 
method is a better way of utilising a wireless range extender 
— or should I say access point? To this day, I cannot maintain 
that PC’s wireless connectivity any other way! 

I hope you enjoyed this month’s Net Work. Readers can 
email me at alan@epemag.demon.co.uk or write to the editor 
at editorial@wimborne.co.uk. Don’t forget to keep checking 
for the latest developments on our new website at: www. 
epemag.com. 
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DIRECT BOOK SERVICE 


ELECTRONICS TEACH-IN BUNDLE - 


SPECIAL BUNDLE PRICE £14 FOR PARTS 1, 2 & 3 


ELECTRONICS TEACH-IN 2 CD-ROM 

USING PIC MICROCONTROLLERS A PRACTICAL 
INTRODUCTION 

This Teact-in series of articles was originally published 
in EPE in 2008 and, following demand from readers, has 
now been collected together in the Electronics Teach-h 2 
CD-ROM. 

‘The series is aimed at those using PIC microcontrollers 
{or the first time. Each part ofthe series includes breadboard 
layouts to aid understanding and a simple programmer 
Project is provided. 

Also included are 29 PIC N’ Mix articles, also 
republished from EPE. These provide a host ol practical 
programming and interfacing information, mainly for 
those that have already got to grips with using PIC 
‘microcontrollers. An extra four part beginners guide to using 
the C programing language for PIC microcontrollers is also 
included. 

‘The CD-ROM also contains all of the software for the 
Teach-In 2 series and PIC N’ Mix articles, plus a range 
Of items from Microchip ~ the manufacturers of the PIC 
microcontrollers. The material has been compiled by 
Wimborne Publishing Ltd. with the assistance of Microchip 
Technology inc, 

The Microchip items are: MPLAB Integrated 
Development Environment V8.20; Microchip Advance 
Parts Selector V2.32; Treelink; Motor Contro| Solutions; 
16-bit Embedded Solutions; 16-bit Tool Solutions; Human 
Interface Solutions; 8-bit PIC Microcontrollers; PIC24 
Mictcontrollers; PIC32 Microcontroller Family with USB 
(On-The-Go; dsPIC Digital Signal Controllers 


CD-ROM 


der 


Book and CD-ROMs 


je ETI 29.50 


ELECTRONICS 
TEACH-IN 4 


ELECTRONICS TEACH-IN 4 


‘ABroad-Based Introduction to 
Electronics plus FREE CD-ROM 

The Teach-In 4 book covers three of the most important 
electronics units that are currently studied in many schools and 
colleges, These include, Edexcel BTEC level 2 awards and the 
‘electronics units of the new Diploma in Engineering, Level 2. 

The Free cover-mounted CD-ROM contains the full Mod: 
ern Electronics Manual, worth £29.95. The Manual contains 
‘over 800 pages of electronics theory, projects, data, assem 
bly instructions and web links. 

‘A package of exceptional value that will appeal to al those 
interested in learning about electronics or brushing up on 
their theory, be they hobbyists, students or professionals. 


144 pages Order code ETI4 £8.99 


RADIO 


AN INTRODUCTION TO RADIO 
WAVE PROPOGATION 

J.G. Lee 

Radio wave propogation is one of the more important 
Gscoveries made in the early 20th century. Although 
technology lagged behind early experimenters pursued this 
newly discovered phenomenon eagerly for, in understanding 
the physics of propagation, they were discovering more 
about our Universe and its workings. 

Radio wave propagation has its origins in the world of 
solar physics. The Sun's rackation provides the mechanism 
for the formation of the ionosphere. How the ionosphere is 
formed, and how it provides long-distance communication is 
carefully explained. Non-ionospheric propagation, including 
“‘moonbounce’ or satelite communications, is covered as well 

This book has been written with the average electronic 
hobbyist in mind. Technical language and mathematics have 
been kept to a minimum in order to present a broad, yet 
Clear, picture ofthe subject. The radio amateur, as well as the 
short-wave listener, will ind explanations of the propogation 
Phenomena which both experience in their pursuit of 
communications enjoyment. 


116 pages £4.45 
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ELECTRONICS TEACH-IN 3 


‘The three sections of this book cover 

a very wide range of subjects that will 
interest everyone involved in electronics, trom hobbyists and 
students to professionals. The first 80-odd pages of Teach-in 3 
are dedicated to Circuit Surgery, the regular EPE clinic dealing 
‘with readers’ queries on various circuit design and application 
problems — everything from voltage regulation to using SPICE 
Circuit simulation software. 

The second section ~ Practically Speaking — covers the 
practical aspects o! electronics construction. Again, a whole 
range of subjects, from soldering to avoiding problems with 
static elecricty and indentfying components, are covered. 
Finally, our colaction of ingenuity Unlimited circuits provides 
Cover 40 circuit designs submitted by the readers of EPE. 

The free cover-mounted CD-ROM |s the complete Electronics 
Teact-in 1 book, which provides a broad-based introduction to 
electronics in POF form, plus interactive quizzes to test your 
knowledge, TINA circuit simulation software (a limited version — 
plus a specially writen TINA Tutorial), together with simulations 
Of the circuits in the Teach-In 1 series, plus Flowcode (a 
limited version) a high level programming system for PIC 
‘microcontrollers based on flowcharts, 

The Teach-in 1 series covers everything from Electric Current 
through to Microprocesso’s and Microcontrollers and each part 
includes demonstration circuits to build on breadboards or to 
simulate on your PC. There is also a MW/LW Radio project in 
the series. The contents of the book and Free CD-ROM have 
been reprinted from past issues of EPE. 


160 pages 0.50 


Bundle Price £14.00 


PROJECT 


CONSTRUCTION 


IC 555 PROJECTS 
E.A. Parr 

Every so often a device appears that is so useful that one 
wonders how life went on belore without it. The 555 timer 
is such a device. Included in this book are over 70 circuit 
diagrams and descriptions covering basic and general 
circuits, motor car and model railway circuits, alarms 
and noise makers as well as a section on 556, 558 and 
559 limers. (Note. No construction details are given.) A 
relerence book of invaluable use to all these who have any 
Interest in electronics, be they professional engineers or 
designers, students or hobbyists. 


167 pages 


Order co: 


Pag £5.49 


HOW TO USE OSCILLOSCOPES AND OTHER 
‘TEST EQUIPMENT 

R.A, Penfold 

This book explains the basic function of an oscilloscope, 
ives a detailed explanation of all the standard controls, and 
provides advice on buying. A separate chapter deals with 
Using an oscilloscope for fault finding on linear and logic 
circuits, plenty of example waveforms help to illustrate the 
Control functions and the effects of various fault conditions. 
The function and use of various other pieces of test 
equipment are also covered, Including signal generators, 
logic probes, logic pulsers and crystal calibrators. 


jer code BP2 


104 pages 25.49 
ELECTRONIC PROJECT BUILDING 

FOR BEGINNERS 

R.A. Penfold 

This book is for complete beginners to electronic project 
building. It provides a complete introduction to the 
practical side of this fascinating hobby, including the 
following topics: 

Component identification, and buying the right parts; 
resistor colour codes, capacitor value markings, etc: 
advice on buying the right tools for the job; soldering: 
making easy work of the hard wiring; construction 
methods, including stripboard, custom printed circuit 
boards, plain matrix boards, surface mount boards and 
wire-wrapping; finishing off, and adding panel labels; 
getting “problem” projects ‘to work, including simple 
methods of fault-finding. 

In fact everything you need to know in order to get started 
in this absorbing and creative hobby. 


135 pages r code B 25,99 


The books listed have been selected 
by Everyday Practical Electronics 
editorial staff as being of special 
interest to everyone involved in 
electronics and computing. They 
are supplied by mail order direct to 
your door. Full ordering details are 
given on the last book page. 


FOR A FURTHER SELECTION 


OF BOOKS AND CD-ROMS 
SEE THE UK SHOP ON OUR 
WEBSITE — 
www.epemag.com 


All prices include UK postage 


b Peniold, uses his vast knowledge and experience 
in computing to guide you simply through the process of 
finding reliable sites and sources of free software that will 
help optimize the performance and protect your computer 
against most types of malicious attack. 

‘Among the many topics covered are: Using Windows 
7 optimization wizard; PCPitstop for advice on improving 
performance, reducing startup times, etc; Free optimization 
scans and the possibility of these being used as a ploy to 
attack your PC; Free programs such as Ccleaner, Registry 
checker and PCPal optimization software; Internet speed 
testing sites and download managers, Overclocking sites, 
together with warnings about using this technique; Sites 
and software for diagnosis of hardware faults, including 
scanning for out of date drivers and finding suitable 
replacements; Free Antivirus software and programs 
that combat specific types of malware; Firewalls; Search 
engines to identity mystery processes listed in Windows 
Task Manager, 


128 pages F code BI £7.99 


COMPUTING FOR THE OLDER GENERATION 
Jim Gatenby 

‘Among the many practical and useful ideas for using your 
PC that are covered in this book are: Choosing, setting up 
and understanding your computer and its main components. 
Writing letters, leaflets, invitations, etc., and other word 
processing jobs. Keeping track of your finances using 
a spreadsheet. Recording details of holidays and other 
ideas using a database. Using the Internet to find useful 
information, and email to keep in touch with family and 
friends. Making ‘back-up’ copies of your work and checking 
for viruses. How to use Windows XP to help people with 


impaired vision, hearing or mobility. 
308 pages 


‘Order code 


£8.99 


FOR MORE BOOKS 
& CD-ROMS 


CHECK OUT 
www.epemag.com 
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THEORY AND REFERENCE 


BEBOP TO THE BOOLEAN BOOGIE 
‘Second Edition 

Clive (call me Max) Maxfield 

‘This book gives the “big picture” of digital electronics. This 
in-depth, highly readable, guide shows you how electronic 
devices work and how they're made. You'll discover 
how transistors operate, how printed circuit boards are 
fabricated, and what the innards of memory ICs look like. 
You'll also gain a working knowledge of Boolean Algebra 
and Karnaugh and understand what Reed-Muller 
logic is and how i's used. And there’s much, MUCH more. 
The author's tongue-in-cheek humour makes it a delight to 
read, but this is a REAL technical book, extremely detailed 
and accurate. 

Contents: Fundamental concepts; Analog versus digital 
Conductors and insulators; Voltage, current, resistance, 
Capacitance and inductance; Semiconductors; Primitive 
logic functions; Binary arithmetic; Boolean algebra; 
Karnaugh maps; State diagrams, tables and machines; 
Analog-to-digital and digitalto-analog: Integrated circuits 
(ICs): Memory ICs: Programmable ICs; Application-specfic 
integrated circuits (ASICs); Circuit boards (PWBs and 
DWBs); Hybrids; Multichip modules (MCMs); Alternative 
and future technologies. 


470 pages 


Orde 


END 935.99 


BEBOP BYTES BACK (and 
the Beboputer Computer 
Simulator) CD-ROM 


This follow-on to Bebop to the 
Boolean Boogie is a multimedia 
extravaganza of information about 

how computers work. It picks up 

where “Bebop I” left off, guiding 

you through the fascinating world 

(of computer design ... and you'll 

have @ few chuckles, if not belly 
laughs, along the way. In addition 
to over 200 megabytes of mega- 
cool multimedia, the CD-ROM contains 

virtual microcomputer, simulating the motherboard. and 
standard computer peripherals in an extremely realistic 
‘manner. In addition to a weath of technical information, 
myriad nuggets of trivia, and hundreds of carefully drawn 
iustrations, the CD-ROM contains a set of lab experiments 
for the virtual microcomputer that let you recreate the 
experiences of early computer pioneers. If youre the slightest 
Dit interested in the Inner workings of computers, then don’ 
dare to miss this! 


(Over 800 pages in Adobe Acrobat format 
CD-ROM 


Order code BEB2 CD-ROM 


£21.95 


INTERFACING PIC MICROCONTROLLERS 
Martin Bates 

‘An essential guide to PIC interfacing techniques, using 
Circuit simulation to aid learning, 

Explore in detail microcontroller interfacing techniques 
Using the popular PIC 16F877. Work through step-by-step 
examples interactively using circuit simulation software, 
supplied as assembly source code. 

Interfacing PIC Microcontrollers provides a thorough 
introduction to interfacing techniques for students, hobbyists 
and engineers looking to take their knowledge of PIC 
application development to the next level. Each chapter 
ends with suggestions for further applications, based on 
the examples given, and numerous line drawings illustrate 
application of the hardware. 

Step-by-step examples in assembly language are used 
to ilustrate a comprehensive set of interfaces, and these can 
be run interactively on circuit simulation software, used to aid 
understanding without the need to build real hardware. 

‘A companion website includes all examples in the text 
which cam be downloaded together with a free version of 


Proteus's |SIS Lite. 
ss0.90 


298 pages 
GETTING THE MOST FROM YOUR MULTIMETER 
R.A. Penfold 

This book is primarily aimed at beginners and those of 
limited experience of electronics. Chapter 1 covers the 
basics of analogue and digital multimelers, discussing 
the relative merits and the limitations of the two types. 


|n Chapter 2 various methods of component checking 
are described, including tests for transistors, thyristors, 
tesistors, capacitors and diodes. Circuit testing is covered 
in Chaptar 3, with subjects such as voltage, current and 
continuity checks being discussed. 

In the main litle or no previous knowledge or experience 
is assumed. Using these simple component and circuit 
testing techniques the reader should be able to confidently 
tackle servicing of most electronic projects. 


102 pages ade BP 


‘Order 


£5.49 


PRACTICAL ELECTRONICS HANDBOOK ~ 
Fifth Edition. lan Sinclair 

Provides a practical and comprehensive collection of 
Circuits, rules of thumb and design data for professional 
engineers, students and enthusaists, and therefore enough 
background to allow the understanding and development of 
a range of basic circuits. 

Contents: Passive components, Active discrete 
components, Circuits, Linear 1.C.s, Energy conversion 
components, Digital |.C.s, Microprocessors and 
microprocessor systems, Transferring digital data, Digital 
analogue conversions, Computer aids in. electronics, 
Hardware components and practical work, Micro-controlers 
and PLCs, Digital broadeasting, Electronic security, 


+440 pages £32.50 


FOR MORE BOOKS 
& CD-ROMS 
CHECK OUT 


Www.epemag.com 


MUSIC, AUDIO AND VIDEO 


QUICK GUIDE TO DIGITAL AUDIO RECORDING 


* What computer system you need 

* Sound and digital audio essentials 

* What to look for in @ Sound card 

* What effects to use 

* The art of mixing 

* How to burn your music to CD 

* How to post your songs on the Web 

All madern music recordings use digital audio technology. 
Now everyone with a compouter can produce CD-quality 
recordings and this book shows you how. Written in a clear 
and straightforward style, it explains what digital audio 
recording is, how to use it, the equipment you need, what 
sort of software is available and how to achieve professional 
results. 

Computer-based recording is the future of music and this 
‘book shows how you can join the revolution now. 

208 pages Or 
QUICK GUIDE TO MP3 AND DIGITAL MUSIC 

Jan Waugh 

MP3 files, the latest digital music format, have taken the 
music industry by storm. What are they? Where do you get 
them? How do you use them? Why have they thrown record 
‘companies into a panic? Will they make music easier to 
buy? And cheaper? Is this the future of music? 

All these questions and more are answered in this concise 
and practical book which explains everything you need 
to know about MP3s in a simple and easy-to-understand 
‘manner. It explains: 

How fo play MP3s on your computer; How to use MPs 
with handheld MP3 players; Where to find MP3s on the 
Web; How MP3s work: How to tune into Internet radio 
slations; How to create your own MP3s; How to record your 
‘wn CDs from MP3 files; Other digital audio music formats 
arily out of print 


code PCi21 MEAT 
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ELECTRONIC PROJECTS FOR VIDEO 
ENTHUSIASTS 

R. A. Penfold 

This book provides a number of practical designs for video 
accessories that will help you get the best results from 
your camcorder and VCR. All the projects use inexpensive 
Components that are readily available, and they are easy to 
Construct. Full construction details are provided, including 
stripboard layouts and wiring diagrams. Where appropriate, 
simple setting up procedures are described in detail; no test 
equipment is needed. 


‘The projects covered in this book include: Four channel 
audio mixer, Four channel stereo mixer, Dynamic noise 
limiter (DNL), Automatic audio fader, Video faders, Video 
wipers, Video crispener, Mains power supply unit. 


109 pages ‘Order code BP: 5.45 
MAKING MUSIC WITH YOUR COMPUTER 
Stephen Bennett 


Nearly everyone with musical aspirations also has a 
computer. This same computer can double as a high 
quality recording studio capable of producing professional 
recordings. This book tells you what software and hardware 
you will need to get the best results. 

You'll learn about recording techniques, software and 
effects, mixing, mastering and CD production. 

Suitable for PC and Mac users, the book is ful of tips, 
“how to do” topics and illustrations. I's the perfect answer 
to the question "How do | use my computer to produce my 
own CO?” 


92 pages 


de PC12 


£10.95 


ALL PRICES INCLUDE 


UK POST & PACKING 
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FAULT FINDING, CIRCUITS AND DESIGN 


STARTING ELECTRONICS - 4th Edition 
Keith Brindley 

A Starting Electronics is unrivalled as a highly practical 
introduction for technicians, non-electronic engineers, software 
engineers, students, and hobbyists. Keith Brindley introduces 
readers to the functions of the main component types, ther 
uses, and the basic principles of buiking and designing 
electronic circuits, Breadboard layouts make this very much & 
ready-to-run book for the experimenter, and the use of reacly 
available, inexpensive components makes. this practical 
exploration of electronics easily accessible to all levels of 
engineer and hobbyist. 

‘Other books tell readers what to do, but sometimes fail to 

explain why ~ Brindey gives readers hands-on confidence 
in addition to real scientific. knowledge, and insight into the 
principles as well as the practice. Al writen explanations and 
steps are supplemented with numerous photos, charts, tables 
‘and graphs. Concepts and practical aspects are explained 
thoroughly with mathematical formulae and technical schernatic 
drawings. 
Each chapter introduces a concept or tool, explains the basic 
theory, and provides clear instructions for a simple experiment 
to apply the concept or tool, with quiz sections and answers, at 
the end of each chapter. 


£18.99 


296 pages ide NE10 


HOW ELECTRONIC THINGS WORK - AND WHAT 
‘TO DO WHEN THEY DON’T 

Robert Goodman 

You never again have to be flummoxed, flustered or taken 
{or a ride by a piece of electronics equipment. With this fully 
lustrated, simple-to-use guide, you will get a grasp on the 
workings of the electronic world that surrounds you ~ and 
‘even learn to make your own repairs. 

You don't need any technical experience. This book 
gives you: Clear explanations of how things work, written 
in everyday language. Easy-to-bllow, illustrated instructions 
on using test equipment to diagnose problems, Guidelines 
to help you decide for or against professional repair. Tips on 
protecting your expensive equipment from lightning and other 
electrical damage, lubrication and maintenance suggestions. 


Covers: colour TVs, VCRs, radios, PCs, CD players, 
printers, tolophones, monitors, camcorders, satolite dishes, 
and much more! 


994 pages Order code MGH3__ aR) 


PIC IN PRACTICE (2nd Edition) 
David W. Smith 
A graded course based around the practical use of the 
PIC microcontroller through project. work. Principles 
are introduced gradually, through hands-on experience, 
enabling hobbyists and students to develop their 
Understanding at their own pace. The book can be used 
at a variety of level 
Contents: Introduction to the PIC microcontroler; 
Programming the 16F84 microcontroller; Introductory 
projects; Headers, porting code — which micro?; Using 
inputs; Keypad scanning; Program examples; The 16C54 
microcontroller; Alphanumeric. displays; Analogue to 
digital conversion; Radio transmitters and receivers: 
EEPROM data memory; Interrupts; The 12 series 8-pin 
The 16F87X microcontroller; The 16F62X 
Projects; Instruction set, files and registers; 


Order code NE3: £24.99 


PRACTICAL ELECTRONIC FAULT FINDING AND 
TROUBLESHOOTING 

Robin Pain 

To be a roal fault finder, you must be able to got a feo! for 
what is going on in the circuit you are examining. In this 
book Robin Pain explains the basic techniques needed to 
be a fault finder. 

Simple circuit examples are used to illustrate principles 
and concepts fundamental to the process of fault finding 
This Is nol a book of theory, itis a book of practical tips, 
hints and rules of thumb, all of which will equip the reader 
to tackle any job. You may be an engineer or technician in 
search of information and guidance, a college student, a 
hobbyist building a project from a magazine, or simply a 


BOOK ORDER FORM 


Full name: 


Address: 


.. Post code: 


Signature:... 


. Telephone No: 


Dl enclose cheque/PO payable to DIRECT BOOK SERVICE for £ ........ssssssssssseessssessensnaneeeeesesen 


(1 Please charge my card £ .... 
Card Number ..... 


Please send book order codes: 


suesseesiessessenneesesesenss Maestro Issue No....... 
Valid From Date .. .. Card Security Code 


Card expiry date. 


(the last thre cigs on orjust below the signature stp) 


Please continue on separate sheet of paper if necessary 


BOOK ORDERING DETAILS 


keen self-taught amateur who is interested in electronic 
fault finding but finds books on the subject too mathematical 
or specialised. 

The fundamental principles of analogue and digital 
fault finding are described (although, of course, there is 
no such thing as a “digital fault” — all faults are by nature 
analogue). This book is written entirely for a fault finder 
using only the basic faultfinding equipment: a digital 
multimeter and an oscilloscope. The treatment is non- 
mathematical (apart from Ohm's law) and all jargon is 
strictly avoided. 


274 pages Order code NE22 MOE] 


BUILDING VALVE AMPLIFIERS 
Morgan Jones 
The practical guide to building, modifying, faut-finding 
and repairing valve amplifiers. A hands-on approach to 
valve electronics — classic and modern ~ with a minimum 
of theory. Planning, faultfinding, and testing are each 
ilustrated by step-by-step examples. 

‘A unique hands-on guide for anyone working with 
valve (tube in USA) audio equipment — as an electronics 
experimenter, audiophile or audio engineer. 

Particular attention has been paid to answering questions 
commonly asked by newcomers to the world of the vacuum 
tube, whether audio enthusiasts tackling their first build, or 
more experienced amplifier designers seeking to learn the 
ropes of working with valves. The practical side ofthis book 
is reinforced by numerous clear illustrations throughout. 


DTD £29.00 


368 pages 


VALVE AMPLIFIERS 
Second Edition. Morgan Jones 
This book allows those with a limited knowledge of the field 
10 understand both the theory and practice of valve audio 
amplifier design, such that they can analyse and modily 
Circuits, and build or restore an amplifier, Design principles 
and construction techniques are provided so readers can 
‘devise and build from scratch, designs that actually work. 
‘The second edtion of this popular book builds on its main 
strength — exploring and iustrating theory with practical 
applications. Numerous new sections inclide: output 
\ransformer problems; heater regutators; phase spitier analysis; 
and component technology. In addition to the numerous 
ampltier and preampitier circuits, three major new designs are 
included: a low-noise single-ended LP stage, and a pai of high 
voltage ampitiers for driving electrostatic transducers directly — 
ane for Neadphones, one for loudspeakers. 


288 pages Order code NE33_ ESOT 


All prices include UK postage. For postage to Europe (ait) and the rest of the world (surface) please add £3 per book. For the rest of the world airmail add £4 per 


book. CD-ROM prices include VAT and/or postage to anywhere in the world. Send a PO, cheque, international money order (E sterling only) made 


payable to Direct 


Book Service or card details, Visa, Mastercard, or Maestro to: DIRECT BOOK SERVICE, WIMBORNE PUBLISHING LIMITED, 113 LYNWOOD DRIVE, MERLEY, 


WIMBORNE, DORSET BH21 1UU. 


Books are normally sent within seven days of receipt of order, but please allow 28 days for delivery — more for overseas orders, Please check price and availabilty (see latest issue of Everyday 
Practical Electronics) before ordering trom old lists. 


For a further selection of books see the next two issues of EPE. 
Tel 01202 880299 Fax 01202 843233. E-mail: dos@wimborne.co.uk 
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PCB SERVICE 


Basic printed circuit boards for most recent EPE constructional projects are 
available from the PCB Service, see list. These are fabricated in glass fibre, 
and are drilled and roller tinned, but all holes are a standard size. They are 
not silk-screened, nor do they have solder resist. Double-sided boards are 
NOT plated through hole and will require ‘vias’ and some components 
soldering to both sides. All prices include VAT and postage and packing. 
Add £2 per board for airmail outside of Europe. Remittances should be 
sent to The PCB Service, Everyday Practical Electronics, Wimborne 
Publishing Ltd., 113 Lynwood Drive, Merley, Wimborne, Dorset BH21 1UU. 
Tel: 01202 880299; Fax 01202 843233; Email: orders@epemag.wimborne. 
co.uk. On-line Shop: www.epemag.com. Cheques should be crossed and 
made payable to Everyday Practical Electronics (Payment in £ sterling only). 
NOTE: While 95% of our boards are held in stock and are dispatched 
within seven days of receipt of order, please allow a maximum of 28 days 
for delivery — overseas readers allow extra if ordered by surface mail. 
Back numbers or photocopies of articles are available if required — 
see the Back Issues page for details. WE DO NOT SUPPLY KITS OR 
COMPONENTS FOR OUR PROJECTS. 
Please check price and availability in the latest issue. 
A large peers of older boards are listed on, and can be 
dered from, our websit 
Boards can ay! be supplied on a payment with order basis. 


MARCH 12 

* Internet Time Display Module 

Solar-Powered Intruder Alarm 

* Very, Very Accurate Thermometer/Thermostat 


APRIL"12 
+ Digital Audio Signal Generator 
Main Board (Jay or Alt) 
—ControlDisplay Board 
EHT Stick 


Capacitor Leakage Adaptor For DMMs 


MAY ‘12 
High-Performance 12V Stereo Amplifier 


Rain Alarm (Sensor) 


%* Digital Insulation Meter 
—MainDisplay 
—DC-DC Converter 

Dual Tracking +0V to 19V PSU. 
—Main PCB 
—Front Panel 
—LCD Meter 

Jump Start Quiz Machine 
— Master 


July 12 
* 16-Bit Digital Potentiometer 

* Intelligent 12V Fan Controller 
Jump Start — Battery Voltage Checker 


AUGUST 12 
High Performance Microphone Pre-amplifier 
Jump Start - Solar Powered Charger 


+ Electrolytic Capacitor Reformer And Tester 
* Ultrasonic Cleaner 


High-power DG Motor Speed Controller 


SEPTEMBER '12_ 


Hearing Loop Receiver 
+ Ultrasonic Anti-Fouling For Boats 
Jump Start — Versatile Theft Alarm 
OCTOBER 12 


‘S/PDIF To TOSLINK Converter 
TOSLINK to S/PDIF Converter 


DECEMBER 12 

Hot Wire Cutter — Controller 

+ Universal USB Data Logger — Part 1 
(double-sided) 


Jump Start — Mini Christmas Lights 


JANUARY ‘13 
Low-Ci ‘Adaptor for DMMs 
+ 3-Input Stereo Audio Switcher 
Main Board 
~ Switch Board 
Stereo Compressor _— Main Board 
Jump Start — iPod Speaker 
FEBRUARY 13 
10W LED Floodlight 
+ Crystal DAC (double-sided) 
Jump Start — Logic Probe 
MARCH "13 
Lightning Detector 
+ Digital Spirit Level 
+ SemTTest—Part 2 
~—MaintLower Board 
— Display/Upper Board 
Interplanetary Voice 


Jump Start - DC Motor Controller 
APRIL'13 


Jump Start — Egg Timer 
SemTest HV DC Crowbar 


. bra 
al: www.epemag.com 


\www.epemag.com); go to the 
Library’ section. 


EPE PRINTED CIRCUIT BOARD SERVICE 
Order Code —Project 
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Signature 


Note: You can also order PCBs by phone, Fax or Email or via the 
‘Shop on our website on a secure server: 


http:/www.epemag.com 
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CLASSIFIED 


ADVERTISE 


If you want your advertisements to be seen by the largest readership at the most 
economical price our classified page offers excellent value. The rate for semi-display 
space is £10 (+VAT) per centimetre high, with a minimum height of 2:5cm. All semi- 
display adverts have a width of 5.5cm. The prepaid rate for classified adverts is 40p 
(+VAT) per word (minimum 12 words). 

All cheques, postal orders, etc., to be made payable to Everyday Practical Electronics. 
VAT must be added. Advertisements, together with remittance, should be sent 
to Everyday Practical Electronics Advertisements, 113 Lynwood Drive, Merley, 
Wimborne, Dorset, BH21 1UU. Phone: 01202 880299. Fax: 01202 843233. Email: 
stewart.kearn@wimborne.co.uk. For rates and information on display and classified 
advertising please contact our Advertisement Manager, Stewart Kearn as above. 


BOWOOD ELECTRONICS LTD} 


Suppliers of Electronic Components 
Place a sceure onder on our website or call Our ses Hine 


‘All major eredit cards accepted 
Web: www:bowood-electronics.co.tk 
Unit 10, Boythorpe Business Park, Dock Walk, Chesterfield, 
Derbyshire $40 2QR. Sales: 01246 200222 
‘Send Op stamp for eatalogse 


ADVERTISE HERE FOR 
JUST £25 «VAT CALL 


STEWART KEARN 
ON 01202 880299 


STEWART.KEARN@WIMBORNE.CO.UK 


MISCELLANE! 


VALVES AND ALLIED COMPONENTS IN KITS, TOOLS, COMPONENTS. S.A.E. 
STOCK. Phone for free list. Valves, books and Catalogue. SIR-KIT ELECTRONICS, 52 
magazines wanted. Geoff Davies (Radio), tel, Severn Road, Clacton, CO15 3RB, http:// 
01788 574774. sir-kit.webs.com 


ADVERTISERS INDEX 


Everyday Practical Electronics 
JK readers than any 
UK monthly hobby electronics 
zine, our sales figures prove it. 


We have been the leading monthly 
azine in this market for the last 
twenty-five years. 


- RobotBits 


Robots, Arduino & more! 


ea 


www.RobotBits.co.uk 


(0845 5 191 282 


BTEC ELECTRONICS 
TECHNICIAN TRAINING 


NATIONAL ELECTRONICS 
VCE ADVANCED ICT 
HNC AND HND ELECTRONICS 
FOUNDATION DEGREES 
NVQ ENGINEERING AND IT 
DESIGN AND TECHNOLOGY 


LONDON ELECTRONICS COLLEGE 
20 PENYWERN ROAD 
EARLS COURT, LONDON SW5 9SU 


TEL: (020) 7373 8721 
www.lec.org.uk 


ve Jor 


LOUTH TRANSFORMER COMPANY LIMITED 
TEL: 01507 606436 www Jouthtxontine.co.uk 
FAX: 01507 600168 EMAIL: info@louthtx.com 
‘Transformer Manufacturers 1.0VA - 100KVA 
‘Over 430 types in stock. 143 phase. 
Design and manufacture to spec. 
a ‘No minimum order quantities 
‘Custom designs in 5/7 days. 


<= _Enamelied Copper Wire 
Over 60 sizes, Grade 182 in stock 
Sw 1.05 to 2.5mm diameter 
Small 100g & 275g reels 
2 ideal for projects and hobbyists. 
Fairfield ind Est - Louth - Lincolnshire - LN14 OO) 


BETA LAYOUT........ Bi savannas seems Sa 5 cea 72 QUASAR ELECTRONICS . 2/3 
COAST ELECTRONICS ..... Lmatvesiwessssw I  REEDUGATION Hiewceirome meas BO! 
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AS 


72 


JAYCAR ELECTRONICS . 
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L-TEK POSCOPE ... siaite acl connee os 57 


ADVERTISEMENT OFFICES: 
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LABCENTER . _ Cover (iv) DORSET BH21 1UU 

LASER BUSINESS SYSTEMS «oc. cecesceeeeeves .. 51 PHONE: 01202 880299 
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PICO TECHNOLOGY 10 1cateitesianivacahayciatsenae.ox .. 59 For editorial address and phone numbers see page 7 
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Next Monthy cocicccjccone 


Electronic Stethoscope 

Need to do a bit of self-diagnosis? Make sure your heart is still beating! Maybe you would like 
to sort out some unusual rattles or other noises in your car’s engine or other machinery? This 
Electronic Stethoscope will do the job — and you can listen via headphones or a loudspeaker. 
It has switchable frequency shaping in four bands, so you can home in on sounds that might 
otherwise be masked out. 


PIC/AVR Programming Adaptor Board 

Do you frequently program microcontrollers with a serial programmer? Want to streamline the 
process so you can quickly do virtually any micro? Well now you can! Our new Programming 
Adaptor Board, in combination with an in-circuit serial programmer (ICSP), allows you to program 


most 8-bit and 16-bit PIC microcontrollers, as well as 8-bit Atmel AVRs 


Cheap High-Current Bench Power Supply 

IFyou've ever had to buy a high-current bench supply, you'll know they don’t come cheap. But you 
may well have such a supply sitting unloved and unwanted in the back of a cupboard. It’s the power 
supply in that old computer you never quite got around to throwing away! 


Jump Start — Signal Injector 

Time for a handy little troubleshooting project; this Signa/ Injector is just what you need to help 
design and test circuits. A useful and easy project aimed at all levels of experience. This will be 
Mike and Richard Tooley’s thirteenth project in our series dedicated to newcomers, or those 
following courses taught in schools and colleges. 


Rechargeable Batteries With Solder Tags 


NIMH NICAD 


AA 2000MAN ....csseesseereessre £2.82 AA 650MAH £1.41 
LATO CS 2.5AN sreccsconsncrersecese £3.60 


sw £7.60 D 4h £4.95 PCB-POOL 


£4.95 
Instrument case with edge connector and screw terminals 


Size 112mm x 52mm _ x 105mm tall 


This box consists of a cream base with a PCB slot, a cover plate to pro- 
tect your circuit, a black lid with a 12 way edge connector and 12 screw 3 
terminals builtin (8mm pitch) and 2 screws to hold the lid on. The cream FREE Stencil. 
bases have minor marks from dust and handling price £2.00 + 

VAT(=£2.35) for a sample or £44,00+VAT (=£51.70) for a box of 44 with every prototype ofder 


A é =ysa\ authenticate, track & prate 4 


866 battery pack originally intended to be your product 
used with an orbitel mobile telephone it : 

contains 10 1.6Ah sub C batteries (42 x 
22 dia. the size usually used in cordless 


mbedded RFID 


www.magic-peb.com 


screwdrivers etc.) the pack is new and r 
unused and can be broken open quite 
easily £7.46 + VAT = £8.77 

Please add £1.66 + VAT = £1.95 postage & packing per order Free Phone UK: 0800 389 8560 


sales@pcb-poolcom 


‘Shaws Row, Old Road, Chesterfield, S40 2RB. PCE 
Tel 01246 211202 Fax 01246 550959 
www.JPGElectronics.com 
Mastercard/Visa/Switch 
Callers welcome 9.30 a.m. to 5.30 p.m. Monday to Saturday 


Publis 
Normant 


subs@epemag wimbome.co.u 
been given, be lent, resold, hired out or otherwise disposed 
(or otherwise disposed of in a mutilated condition or in any U 


For insured UK delivery 
Please add £3.00 inc VAT 
to the whole order 
Check online or 
give us a call for 
overseas pricing 


The new DCA Pro 


... is now shipping! 


As a result of a major product £41 4 5 9 5 


development initiative at Peak 
(£96.62+VAT) 


Atlas House, 2 Kiln Lane 
Harpur Hill Business Park 
Buxton, Derbyshire 
SK17 9JL, UK 


Tel. 01298 70012 
www.peakelec.co.uk 
sales@peakelec.co.uk 


As 


IK designe 
UK made 
with pride. 


PE/K 


electronic design Itd 


Electronic Design Ltd, we are delighted 
to make this exciting announcement. 


The amazing new DCA Pro is now available! 

+ Just connect your component any way round. 
Graphic display shows detailed component schematics. 
Enhanced component identification, pinout identification and 
analysis including gain, transconductance, pinch-off, ete. 
USB connectivity for power and communications, 
PC Software included on Peak USB Stick. 
Can be used standalone or with a PC (Win XP or later). 
Curve tracing functions on your PC. (up to: £12V / +12mA). 
Supports Transistors, MOSFETs, JFETs, IGBTs, Diodes, 
Zeners, LEDs, Voltage Regulators and much more! 
Free updates online for PC Software and Firmware. 
Uses a single Alkaline AAA battery (and/or USB power) 


We aim to despatch your order as soon as possible, Demand for the 
DCA Pro is currently very high and that may cause a small delay. We 


ss —- a xpected despatch date and 


will contact you immediately to confir 
USB cable included Curve tracing on your PC! Detailed specs on your PC 


you can cancel at any time of course. 


www.stewart-of-reading.co.uk 


Check out our website, 1,000’s of items in stock. 


HP8560E SPECTRUM ANALYSER 
‘30HZ-2.9GHZ with Tracking Generator 
£3,500 
HP8560 SERIES SPECTRUM 
ANALYSER Frequency up to 26GHZ_ 
Various Models from £2,500-£7,000 


HP83731A/B 
SYNTHESISED SIGNAL GENERATOR 
1-20GHZ Various Options 


TEKTRONIX TOS784D 
4 Channel 1GHZ 4GS/S 
Opts 05/1M/2M/2G/3C/4C no Probes 


R&S SMR 40 10MHZ-40GHZ SIGNAL. 
GENERATOR Options 81/3/4/5/11/14/17 
POA 


RACAL 1792 RECEIVER 
£300 


AGILENT £44028 Spectrum Analyser 
100HZ — 3GHZ with Option 1DN Tracking 
Gen; 1 DR Narrow Res; ASH GPIB, 

UKB. sor. ae £5800 
HP 35670A FFT Dynamic Signal Analyser 
2 Channel. Unused in original box...£4000 
AGILENT 837528 Synthesised Sweeper 
0.01-20GHZ. £6000 
HP83711B Synthesised 1-20GHZ with 
Opt IEI Attenuator......... £5000 
AGILENT/HP £44318 Signal Generator 
250KHZ-2GHZ Digital Modulation...£2750 
MARCONI 2024 Signal Generator 9KHZ- 
2.4GHZ Opt 04. £1250 
MARCONIIFR 2030 Signal Generator 
10KHZ-1.35 GHZ £995 
MARCONI 2022E Synthesised AWFM 
Signal Generator 10KHZ-1.01GHZ ...500 
HP8565A Spectrum Analyser 100HZ- 
22GHZ £1950 
HPB568A Spectrum Analyser 100HZ- 
1500MHZ. £1250 
AVCOM PSA-37D Spectrum Analyser 
IMHZ-4.2GHZ. £ 
IFR 1200S Service Communication 
Monitor £1500 
HP6524A Powor Supply 0-20V 0-2 
Twice, 0-7V 0-54; 0-50V 0.8A 


Special price. £350 
AVO/MEGGAR FT6/12 AC/DC 
breakdown tester. £400-£600 


MARCONV/IFR/AEROFLEX 2025 Signal 
Gen 9KHZ—2.51GHZ Opt 04 High Stab 

Opt 11 High Power etc As New......82500 
SOLARTRON 1250 Frequency Response 


Analyser 10UHZ-65KHZ. £995 
HP3324A Synthesised Function 
Generator 21MHZ. £500 
HP41800A Active Probe SHZ-500MHZ 
£750 


ANRITSU MS2601A Spectrum Analyser 


10KHZ:2.2GHZ 500hm £750 
AGILENT E4421B 250KHZ-3GHZ 
Signal Generator. £2500 


HP53131A Universal Counter Opt 001 
Unused Boxed 3GHZ. £850 
Unused Boxed 225MHZ. £595 
Used 225MHZ. neta nf495 
HP8569B Spectrum Analyser 0.01. 
22GHZ. £995 
HP54616C Oscilloscope Dual Trace 


S00MHZ 2GS/S Colour. £1250 
QUART LOCK 10A-R Rubidium 
Frequency Standard... se £1000 


PENDULUM CNT90 Timer/Counter 

(Analyser 20GHZ, £1950 

ADVANTEST R3465 Spectrum 

Analyser SKHZ-8GHZ. © 

HP Programmable Attenuators £300 

each 

33320 DO-18GHZ 11db 

33321G DC-18GHZ 70db 

Many others available 

AGILENT E3610A Power Supply 0-8v 

0-3A/0-15v 0-2A Unused 

AGILENT E3611A Power Supply 0-20V 

0-1.5A/0-35V 0-0.85V Unused 

HP6269B Power Supply 0-40V 0-50A 

£400 

AMPLIFIER RESEARCH Power 

Amplifier 1000LAMB.. 

MARCONIIFR 2945/A Radio 

Communication Test Sets with options 
from £3,000 


-£POA 


MARCONI 2955/A/B Radio 
Communication Test Sets..... from £625 
MARCONIFR 6200/6200B Microwave 
Test Set £- 
HP33120A Function Generator 
100 MicroHZ ~ 1SMHZ Unused Boxed 
£595 
Used, No Moulding, No Handle... £395 
ENI 3200L RF Power Amplifier 
250KHZ-150MHZ 200W 58Db...POA 
CIRRUS GRL254 Sound Level Meter 
with Calibrator. or see 895 
‘CEL32B Digital Sound Level Meter with 
CEL284/2 Acoustical Calibrator. 


SPECIAL OFFERS 

MARCONI 2305 Modulation Meter.£295 
MARCONI 69608 Power Meter with 
6910 Sensor 10MHZ-20GHZ.........£295 
HAMEG 605 Oscilloscope Dual Trace 
6OMHZ. ‘ £125 
BLACK STAR 1325 Counter Timer 
1.3GHZ £95 
HP8484A Powor Sensor 0.01-18GHZ 
0.3nW-10uW. £125 


ANRITSU 541694 


Scaler Network 
Analyser 0.01- 
40GHZ £POA 


| annrrsu s72e70 
Vector Network 

Analyser 0. 
20GHZ POA 


Many Accessories 


with each unit 


FLUKE SCOPEMETERS 99B Series || 
2Ch 100MHZ 5GS/G 
from £325 


97 2Ch SOMHZ 25MSIS....... from £225 


Used Equipment - GUARANTEED 


STEWART of READING 
17A King Street, Mortimer, 
Near Reading RG7 3RS 
Telephone: 0118 933 1111 
Fax: 0118 933 2375, 
9am — 5pm Monday — Friday 


Prices plus Carriage and VAT 


Please check availability before 
‘ordering or CALLING IN 


CAD CONNECTED 
= "Cy L Pa ‘© 
“le, 


